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Edward Jungbert, Louisville, representing the 
Mechanical Contractors Assn., signs one of 
the first pledges to support Plumbing-Heat- 
ing-Cooling Month in August. For other 
identifications, see article on page 103. 


have you signed the pledge? page 103 




















GRINNELL OFFERS YOU rH 





the largest line, widest distribution, finest service in 


PIPE HANGERS AND SUPPORTS, ANYWHERE! 


Grinnell is America’s No. 1 supplier of pipe hangersand connected with erection of pipe hangers and supports. 
supports. There is no other company, anywhere, which profit by Grinnell’s nationwide service, large-capacity 
provides as thorough and complete distribution service; manufacturing facilities, and practical knowledge 
makes as complete a line; or can cooperate as fully with gained during more than 100 years of service in the 
you on a// your piping assignments. piping field. Next time, specify Grinnell Pipe Hangers. 
Through Grinnell’s coast-to-coast system of strategically 

located warehouses and jobbers, for example, you can | 
purchase Grinnell Hangers out of stock, anywhere. GRI N N ELL « 
Moreover, Grinnell, alone, of all manufacturers, main- ‘ 


tains a staff of trained personnel that is ready to work AMERICA’S #1 SUPPLIER OF 
with you “on the job”, anywhere, in solving any problem PIPE HANGERS AND SUPPORTS 


Grinnell Company, Inc., Providence, Rhode Island ° Coast-to-Coast Network of Branch Warehouses and Distributors 


pipe and tube fittings * welding fittings °* engineered pipe hangers and supports °* Thermolier unit heaters ° valves 
Grinnell-Sounders diaphragm valves * pipe ° prefabricated piping * plumbing and heating specialties * water works supplies 
industrial supplies ° Grinnell automatic sprinkler fire protection systems ° Amco air conditioning systems 
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THE VAST MAJORITY OF THE NATION’S FINE BUILDINGS ARE SLOAN EQUIPPED 






LEO A. DALY COMPANY 
architect-engineer 


PETER KIEWIT SONS CO. 
general contractor 

NATKIN & COMPANY 
plumbing contractor 


CRANE COMPANY 
plumbing wholesaler 










Omaha, Nebraska 


.. HONOR WINNER FOR 1959 


e Sometimes referred to as “the hospital everybody department heads and nursing groups were con- 





helped to plan,” the new CLARKSON, affiliated with sulted often. Also, questionnaires filled in by 3000 
the University of Nebraska College of Medicine hospital patients were available for study. Guidance 
and winner of The Modern Hospital 1955 Honor was also secured from American Hospital Associa- 
Award, is the fourth to bear the illustrious name. tion and other authoritative sources. Before final 
The first was founded in 1869. The fourth is the 4- plans were completed, all advice, ideas and sugges- 
million-dollar, 300-bed Clarkson that resulted from tions were put to the test of thorough discussion 
unusual procedures. First, the chairman of the in executive conferences. As are thousands of other 
building committee, architect and hospital adminis- expertly planned and skillfully erected buildings, 
trator visited and studied recently erected hospitals the new Clarkson Memorial Hospital is completely 
in 12 major cities. After preliminary plans were equipped with SLOAN Flush VALVEs. 

developed, Clarkson trustees, medical staff members, 
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Oo 
FAMOUS FOR EFFICIENCY, DURABILITY, ECONOMY = ‘i = 
SLOAN VALVE COMPANY °* CHICAGO « ILLINOIS—— 4 4 
Another achievement in efficiency, endurance and econ- Be —) 
omy is the sLoan Act-O-Matic sHowER HEAD, which is * t 
automatically self-cleaning each time it is used ! No clog- S ce 
ging. No dripping. Architects specify, and Wholesalers ¢ - 
and Master Plumbers recommend the Act-O-Matic—the q Qt 
N better shower head for better bathing. 4 Vv oY 
ALVE © 


Write for completely descriptive folder 
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There’s no doubt about it: style sets the pace 
in shower cabinet sales. And when style is 
backed up with outstanding construction, 
performance, ease of assembly and installa- 
tion, and genuine Terrazzo bases at no 
higher cost than ordinary pre-cast receptor 
units, you have a shower cabinet that sells. 

Which is a pretty good 50 word summary 
of why Craft Shower Cabinets lead the field. 

Here’s the score on Craft leadership: 
Ultra-modern decorator styling. Glamorous 
Terrazzo bases that cost no more than ordi- 
nary precast receptor units. Smooth, rounded 
corners flanking the doorway entrance on all 


sets the 

















units, New, larger shower heads and superior 


‘ quality, heavy-duty mixing valves. And gal- 


vanized and bonderized walls on all models 
for maximum corrosion protection. 

Put style in your sales picture — specify 
Craft, the best-looking, best-performing and 
best-selling shower cabinet on the market 
today. Models for every type of installation. 
Immediate delivery. Craft glass doors and 


decorator colors optional. 


Craft Shower Cabinet Division 


Cutler Metal Products Company 
1025 Line Street, Camden 3, New Jersey 


Shown: The Saratoga 


with Enclosed Canopy 
and Dome Light 





Seen the glamorous 
new Craft Catalog? 
It?s yours for the 


asking. Write today! 


(Wf ) SHOWER CABINETS - DOORS - RECEPTORS 
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|PLUMBING TIPS | 








Contractors find : 


100% COPPER JOBS 
LESS EXPENSIVE 
AND FASTER 


See them at Brass-Craft Booth No. 1213 
National Plumbing and Heating Exposi- 
tion, Milwaukee, June 11-15, 1956. 








2. Tighten nut until you feel it just 
beginning to take-hold-of (bite) the 
copper tube. Push valve tight against 
flange, forcing flange tight against 
wall, while continuing to tighten nut. 


SWEAT 
INSTALLATION 











19. Elbow: 5/8” O.D. (1/2" — 
inlet x 3/8" O.D. Riser. List .42 


39. Elbow: 5/8” O.D. (1/2" nom.) Sweat 
inlet x 1/2" O.D. Riser. List .46 


RIB. Angle Valve: 
1/2" O.D. (3/8° nom.) 
6° 


R3B. Angie Vaive: 
1/2” O.D. (3/8" nom.) 
Sweat inlet x 1/2” 
©.0. Riser List 1.40 
R19. Angle Valve: 5/8" 0.0 1/2” nom) 
Sweat inlet x 3/8” O.0. Riser. List 1.30 


R39. Angle Vatve: 5/8” 0.0. (1/2" nom) 
Sweet inlet x 1/2” ©.D. Riser. List 1.40 





Also available packaged with Speedway Flexible Supplies 





3. When brought to soldering tem- 
perature, apply wire solder to copper 
tube between flange and valve. The 
sweat inlet’s exact dimensions and 
unplated inside insure easy and per- 
fect soldering. 
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COMPRESSION 
INSTALLATION 


C18. Elbow: 1/2” 0.0. (5/8" nom.) Compr 
trlet x 3/8" O.D. Riser. List 52 


C19. Eibow: 5/8° O.D. (1/ om) Compr, 
niet x 3/8" O.D. Riser. List 6. 












CRIB. Angle Valve 
1/2° O.0. (3/8" nom) 
Compr. injet x 3/8” 
©.0. Riser, List 1.50 
CR 3B. Angle Vaive: 
1/2” O.D. (3/8 nom) 
Compr. inlet x 1/2" 
O.D. Riser. List 1.60 


Adm. alters ads ©.D. (1/2” nom) 
Compr. inlet x 3/8° O.D. Riser. List 1.70 


CR 29. Angle Velve: $/8” ©.D. (1/2" nom.) 
Compr. iniet 


. Riser. List 1.80 





Also available packaged with Speedway Flexible Supplies 





3. Having taken up any slack, and 
with no copper tube showing between 
valve and flange, tighten nut another 


4 turn. This should bite the tube, 


making a perfect ground joint seal. 











Sweat inlet 
9/16 








1. Cut copper tube 1%” from wall, 


This is 4%” more than combined 
lengths of flange and sweat inlet of 
valve (or fitting). Thoroughly clean 
end of tube and inside of sweat inlet, 
before applying flux. 





a 
4. While copper tube is still hot, 
lightly wipe with solder wire between 
valve and flange. This tinting proc- 
ess leaves an attractive chrome-like 
appearance. Lightly wipe torch car- 
bon from valve surface. Attach Speed- 
way Flexible Supply. 

















1. Cut copper ae 1” Sete wall, 
This is 3/16” less oni combined 
lengths of flange, nut overhang and 
compression inlet of valve (or fitting). 





4. Attach Speedway Flexible Supply 


for Lavatory, Closet or Sink. 


Stem away from seat. 
Fiame away from flange. 


2. Before applying heat to valve, turn 
the stem completely away from seat. 
Otherwise the heat will scorch rubber 
bib washer. Apply heat, aiming torch 
away from flange. Chrome plate of 
valve (or fitting) will withstand heat, 
whereas flange wilk discolor. 


100% Copper Jobs... 


SAVE TROUBLE. No nipple to tighten 
eliminating broken fitting behind plaster 
SAVE COST of brass nipple, or job spoiled 
by electrolysis if steel nipple was used, 
SAVE TIME. No frozen-in pipe stubs. 


BE PROUD of a deluxe 100% Copper Job, 


SLEEDLAY Bas S a 


FREE! Tear out and mail 
ee mee cme me ee ee ee ee ee 
rp >} r nd Please = | 
¢ Complete coy catalog 

Additioral ins aru ction sheets for my a 
Journeymen (How many?____) 1 | 
Name . ] 
Address saath Sanaa | 

City _... State 
Wholesaler 1 
| BRASS.CRAFT, DETROIT 1, MICH. | 








| 



















Showing at 
SPACE 1335 


- onal Plumbing Show 
were 1-14 « Milwaukee 





the complete 
display stand and thé ee) inks 
See wWare line of stainle 


Polar Ware Co. 








Merchandise Mart Chicago 54 "415 


Room 1455 New York 17, N. Y 


without charge 
POLAR WARE 
Stainless Steel Sink Display 


*4900 LAKE SHORE ROAD 
SHEBOYGAN, WISCONSIN 


Santa 








If you've never sold Polar Ware, Mr. 
Dealer, you've missed the line that gives 
YOU the strong competitive edge in stain- 
less steel sinks. Feature for feature, dollar 
for dollar, you'll find more product leader- 
ship, more selling power packed into Polar 
sinks than any other line in the field. 

And you can readily show, easily demon- 
strate Polar superiority with this attractive, 
lift-out display stand that spotlights Polar’s 
two fastest-selling numbers — double and 
single sink models. By ordering two of the 
32x21" double sink units and one 24x21” 
single unit, this floor merchandiser is yours 
without charge. It comes complete, as you 
see it here, with two-color display sign and 
an ample supply of selling folders for cus- 
tomer service set to carry your imprint. 

Plan to see this hard-hitting floor mer- 
chandiser at the National Plumbing Show — 
but if you can’t attend or can’t wait, you can 
order now from the Polar distributor in your 
area. If you're not aware of the house, a line 
from you will bring a prompt reply. 


ices in Other Pri 
ates office 
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OF PIPE FITTING 


Whether folaMmalch ma @elariiatienslelammelmmailellaliclalelalel Wn iel-1a- mmo mm le} \ 
of hand work in every piping job. The right tools can mean 
CHAIN WRENCH 


Does everything an ordinary pipe wrench 
will do . . . ond a great deal more. Gets 

A oh M4 -1-To MM aloh'Z-Mm of-1-1a Mme l-ttielallalemelale mm olllilellale fefereXe| into tight corners; holds or turns any shape. 
pipe tools for more than half a century. And we're making Rochet-like action works in either direction. 
10” to 60” handle lengths. Renewable jaws. 


the felhaa-tacialers between profit folate Mi lols Sao] am ol-tA.2:1-1ammela easy 


He) oo lale MNe Mu alel ae melal= 


them befter-ail the time 
Of the six Reed tools shown here, five have been intro- o 

duced within the last three years. And every tool on this 

page has exclusive performance features which can save 

as much as half of the time and energy you're using with 


ordinary tools. Check up and see! HINGED 4-WHEEL CUTTER 


7 Until you've used it, you can’t believe how 
quickly this completely new tool cuts off cast 
iron or steel pipe. Tracks perfectly, cuts easily 
and clean... in ditch work, in tight corners or 

Mr in the open. In five sizes for pipe to 12 inches. 

. gives 

| stain- 


dollar 
leader- ae RACHET REAMER 
» Polar é ADJUSTABLE The original and only genuine self-feeding rachet 


— reamer. Needs no pushing. Cuts burr fast without 
. S GUIDE RACHET THREA DER binding or gouging. Capacity %" to 2.” 


lemon- : Light, compact and highly efficient. Features the exclusive gl - 
kK 





Reed double-threaded throat, chip-ejecting die. Starts 
without pushing and needs no lead screw even for 2” 
Polar s R pipe. Cuts easily and every thread is clean and true for 
ioht joint. | . Ve" t Ce A yy" 
le and a tight joint. In three size ranges: 4" to 1"; 4" to 1% 


and 2" to 2.” 
of the Of y CHAIN BENCH VISE 
"921" . J”) A sturdy and greatly improved chain bench 
x vise. Chain drops naturally into position and 
yours j locks automatically. Easy-to-use handle ends 


fumbling and skinned knuckles. In five sizes 
with capacities from %” to 2” to “2” to 8.” 


active, 


is you 
m and 


r cus- “ 


nt. 


FOLDING TRAY 
TRIPOD VISE 


Pie The famous folding tray tripod is 
available with the long-jaw yoke 


vise or the new chain vise head. 
Folds compactly, carries easily. 
Sets up instantly, solid as a rock, 
and won't collapse while you're 
working. Yoke vise capacity Ys" to 
2%"; chain vise capacity 2" to 4." 








The distributors who feature Reed Pipe Tools believe 
in the best for their customers. You'll enjoy doing 
business with them. 











There’s a SOMERVILLE product for every plumbing need 





1 


SOIL PIPE FITTINGS PLUMBER’S SPECIALTIES 


@From raw materials to finished prod- 
uct, Somerville is the only integrated 
cast iron soil pipe producer in the United 
States. 

Now with pneumatic machine casting you 
are assured of uniformity of dimension, 


are acceptable by all plumbing codes from 
street to roof... guarantees a better 
installation every time with self-aligning 
hub and spigot. 


This is the complete line—more than 
12,000 items, with ample stocks to assure 





wall thickness, and extra strength in prompt delivery. You can buy, sell, and 
DYNAMOLD pipe and fittings .. . install Somerville DY NAMOLD with 
Somerville DY NAMOLD pipe and fittings complete confidence. 


Now! Get GREATER UNIFORMITY 


"DYNA 


SOIL PIPE AND 


...made possible by Somerville’s 


SOMERVILLE IRON 
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*Trade-Mark 


FITTINGS 


pneumatic machine cast process 


WORKS, INC ee 
¥ e Hs Plant and Sales Office: Chattanooga, Tenn. 
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Member Cast Iron 
Soil Pipe Institute 














Brun OURSELVES 
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There's an "R" in A-C, Too! 

Oysters have developed a taste 
for air conditioning, says the Marlo 
Coil Company, which has just in- 
stalled a cooling system in a Nor- 
folk, Va., oyster plant. 

Oysters traditionally have been 
stored on ice overnight until they 
could be shucked and packed the 
following day. The cooling nowa- 
days, however, is done in modern 
style by piling the bivalves over 
perforated pipes on a storage room 
floor. Cold air is forced through 
the pipes, keeping the oysters 
chilled until morning. 

Two Marlo units supply the cool- 
ing and make the oysters feel like 
they’ve never left their beds. 


Something to Crow About 

Joseph Alban, a salesman for 
Bertram W. Gleichman Co., New 
York manufacturers’ representa- 
tives, requests everybody to please 
stop with the funny sayings like— 
“Joe, your life is for the birds”... 
“So, you’re eating crow, eh, Joe?” 
..-“A bird in the hand, Joe, is, etc.” 

Sure, says Joe, they’re funny 
sayings. Real funny. But enough’s 
enough! 

Joe has been getting the bird call 





since his pet crow escaped from his 
auto in the middle of New York 
City. While he was out whistling 
for the fugitive, the bird’s mate 
kept hopping up and down on the 
auto horn in defiance of the city’s 
noise abatement program. 

When Joe returned—minus the 
crow—an officer handed him a 


12 


ticket for unnecessary hornblow- 
ing. It cost Joe $10; he’s offering 
$100 for return of the lost crow, too, 
presumably just to keep the mate 
quiet. 


The Smiths Have It 

Sixty-two babies have been 
around this world only a short time, 
yet they’re in hot water already. 

They were born to Smith families 
in the United States February 14, 
the same day the Permaglas Divi- 
sion of A. O. Smith Corp. produced 
its 3,000,000th water heater. Their 
parents submitted authenticated 
reports of the coincidence, testify- 
ing they lived in, owned or rented 
homes. In return, they received a 
free water heater. 

About 110 Smith babies are born 
each day. Since many Smiths don’t 
have their own homes, it is esti- 
mated that the 62 winners repre- 
sent more than 90 percent of all 
eligibles. 


Ships Leave Every Day 

It’s all in the way you look at 
it...even in advertising. 

In our country when we want to 
sell a housewife a washing machine, 
we broadcast about how much 
more time she’ll have to improve 
herself. 

Ah, but those Latins are more 
basic. The latest advertising phrase 
they’ve thought up to sell washers 
in Spain is “Mas Tiempo para la 
Amor.” 

It means “More Time for Love,” 
and it’s remarkable how quickly 
Spain is becoming mechanized. 


Rock and Roll with M-H 

The Empire State, world’s tallest 
building, had its “pulse” taken re- 
cently by Minneapolis-Honeywell 
engineers. Verdict: Normal. 

The examination, more electronic 
than cardiac, measured the vibra- 
tion of the building, a natural phe- 


nomenon common to all buildings 
regardless of height. 

The engineers installed an ultra- 
precise gyroscope in the middle of 
the 85th floor of the 102-story 
building. The measurements were 
sent to a recorder 10 miles away 
where a group of experts were 
attending a convention. 

The audience saw from the elec- 
tronic recorder that the towering 
structure has nerves of steel and 
quavers less than many buildings 
of only a few stories. 


What They Need Is a Scoop 

There was something fishy in the 
Chicago Tribune’s air conditioning 
system recently. Investigation 
proved it was smelt. 

On the first tryout of the season, 
the newspaper’s system failed to 
freshen things up at all. Mainte- 
nance men checked two huge in- 
take pipes which draw water from 
the Chicago river and found the 


a , 3es— 
ee 7 oh A 





openings plugged with thousands 
of smelt on their annual run. 

By the second day, the smelt had 
got away, but the Tribune can still 
claim the distinction of being the 
only newspaper that was ever 
wrapped in fish. 


Hot, Hotter, Hottest 

How hot is hot water? 

That’s not like asking “how high 
is up?” It’s a legitimate question 
salesmen can use to explain the 
varied uses of hot water. 

If it’s for housecleaning, 140 to 
150F will do a sparkling, hygienic 
job. But that temperature would 
parboil a bather who needs water 
at 95 to 110F. 

For laundering dye-fast cotton 
clothes, 120 to 150F is reeommended 
while delicate fabrics such as wool- 
ens or silks need water of 90 to 
105F. 

The Gas Appliance Manufactur- 
ers Assn. points out that these 
varying degrees of hotness are no 
problem to owners of automatic 


(Please turn to top of page 14) 
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WINKLER offers you everything fo sell 


..-plus thorough training in 


AIR CONDITIONING 
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Winkler instructor takes the mystery out of air conditioning 








Basement and util- 
os room furnaces 
vipped with cooling 
jong ior yeor ‘round 
conditioning 


There is no “off”? season when you handle the 
Winkler line. For heating only...for heating and 
cooling...or for cooling only, there is no home 
comfort requirement which can’t be satisfied 
with Winkler equipment. In selling either new 
home builders or modernizers, you need never 
miss a sale because of a “‘short”’ line. The illus- 
trations on this page show a few of many W ane 
Heating and Cooling Products. 

If you are passing up summer cooling or year 
’round air conditioning jobs because you haven’t 
the ‘know how” here’s the quick and sure way 
to get in on today’s big profit opportunity. In an 
incredibly short time, Winkler trains you to be- 
come an air conditioning expert. 

As a Winkler Franchised Dealer you are en- 
titled to receive—without charge—an intensive 
course of instruction at the Winkler Training 
Institute. You'll leave the school fully equipped 
to do a competent job of installing Winkler heat- 
ing and cooling systems in residential and com- 
mercial buildings. 

Write today for complete information on 
America’s greatest line of automatic home com- 
fort equipment. 


WINKLER 


WRITE TODAY FOR DIRECT FACTORY FRANCHISE DETAILS ¢ AUTOMATIC « 


STEWART-WARNER CORPORATION “2a 


U. S. MACHINE DIVISION « Dept. F-66 « LEBANON, IND. 
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YOU’RE WELCOME 
Cuicaco—Our thanks to DomEs- 

TIc ENGINEERING for the photograph 
you took for us at the recent meet- 
ing of the Central Supply Assn. 
This is certainly a fine picture (see 
below) and I am grateful for your 
cooperation. We plan to use it in 
publicity releases from the Bureau. 

NorMAN J. RADDER 

secretary 
Plbg. & Htg. Industries Bureau 


T & P RECOMMENDATIONS 

Kansas City, Mo.—I was inter- 
ested in your article in March (p. 
202) concerning the problems of 
protection of automatic storage type 
water heaters and would like to 
make this suggestion: 

If the ASME, working with the 
AGA, could request manufacturers 
to provide a separate tank tapping 
for a safety control, properly lo- 
cated and designated on every 


igh 
PLUMBING ~ HEATine 
INDUSTRIES ype ay 
. PROMOTES 











water heater, the problem of 
“proper installation” should be 
solved. As it is, the sole respon- 
sibility of proper installation rests 
with the plumbing contractor. 
Cuaries O’DOWER 

e D.E. has forwarded this recom- 
mendation to the American Gas Assn. 
for its consideration. 


GLAD YOU LIKED IT 

Houston, Tex.—The article on 
our company’s operation which ap- 
peared in your January issue (p. 
118) was met with great enthusiasm 
throughout our offices and we're 
very much interested in obtaining 
25 additional copies. 

A. J. NATKIN 


WHO’S RESPONSIBLE? 
Compton, CALir.—We were called 


in to clear a water closet stoppage 

for a customer and while using a 

closet auger to remove the object 
(Please turn to top of page 16) 







MODERNIZATION is the theme of this Plumbing & Heating Industries Bureau 
display at the spring meeting of the CSA (see letter above). Shown (l. to r.) 
are R. T. Morrill, NAPC president; C. W. Thompson, CSA president; John 
Ewald, president of the Bureau, and Don Moore, assistant director of Ohi. 


14 





{ 
’ 


Between Ourselves 


(Continued from page 12) 
water heaters. Not only is hot 
water available in volume, but with 
many units thermostats allow dial- 
ing the “hotness” needed by the 
homeowners for a particular job. 


Track Fast, Fans Cool 

Pity the horserace fan who loses 
his shirt at Sportsman’s Park near 
Chicago. They’ve air conditioned 
the parimutuel building! 

Three Chrysler Airtemp central 
air conditioners supply 140 tons of 
cooling for the two floors of the 
club house where previously only 
hot tips circulated. 

Plans have been made for adding 
three more cooling units at a later 
date to condition the rest of the 
building, giving bettors at least one 
sure thing to look forward to. 


And With All That Wine, Too 

No wonder French governments 
are so unstable. We’d be a restless 
people, too, with their plumbing. 

A recent survey shows that only 
one out of four French homes has 
a built-in toilet...four out of 10 
have no running water outlet... 
and only one in five has central 
heating! 


Something to Sing About 

New York’s mammoth Metropoli- 
tan Opera House is in absolute 
pitch with the weather and _ its 
patrons, and the conductor who 
achieved such harmony is Maestro 
Minneapolis-Honeywell. 

Using indoor and outdoor ther- 
mostats 100 times more sensitive 
than the average opera lover, M-H 
engineers have designed a heating 
and ventilating system which is 
automatically regulated by a com- 
plex electronic control system. 

The system takes into account 
the heat generated by 3,600 opera 
fans as well as temperamental 
prima donnas, and can cool off just 
about everybody but Carmen. 

Opera lovers give off enough 
Btu’s themselves during a perform- 
ance to keep the Met warm, so the 
system’s main duty is to change 
the air about every six minutes, 
or about the time it takes a ro- 
mantic tenor to say “hello” in oper- 
atic Italian. END 
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Galvanized and Black U-Cote Malleable Iron 
Pipe Fittings—Unions—Plugs and Bushings— 
Cast Iron Drainage and Screwed Fittings— 
Steel Nipples and Couplings—Insert Fittings 
for Plastic Pipe. 
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Now you can buy popular size %” or 34” 
black or galvanized nipples in the handy TOTE 
TRAY shown here. This rugged, easy-to-carry 
tray eliminates wasted steps on the job. No 
more pawing search—the right nipple is always 
ready at hand—in its own clearly marked 
space. Convenient measuring guide gives 
instant length verification for each of the 66 
nipples in eleven lengths ranging from 


Close to 6”. 


Tray is of sturdy, double corrugated board 
construction. There are no staples to catch or 
scratch your hands. Finish is attractive 
silver grain. Each tray is individually packed 


in and protected by sturdy shipping cover. 










For your protection all U-brand nipples are made from new, mill- 
tested pipe. Special attention is given to true thread gauge, inside 
ream and outside chamfer. After machining, nipples are thoroughly 
cleaned and rust protected. In regular carton packaging U-brand 
nipples are available in 4%” to 2” diameters in lengths up to 6”. 
Larger nipples up to 4” diameter in any length are available in bulk. 


The 
Union Malleable 


Manufacturing Company 
Ashland, Ohio 
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GAS FIREO 
FURNACES/ 


Easily installed HEATWAVE Gas-Fired Furnaces are engineered to 


provide the best solution to heating problems, with @ more generous 





margin of profit for you! 
Whether you require central heating systems or floor furnaces, get 
HEATWAVE for economy plus satisfaction! 





EVERY HEATWAVE MODEL: 
V Factory Assembled V Economicel Operetion 
V Fire Tested V Smort Appeerence 
V Ready to Install V Cast Iron Burners 


V Competitively Priced V 10-Yeer Factory 
Werranty 











THE HEATWAVE 
HORIZONTAL 


Here’s a real space-saver that does | 
the job right! It’s ideal for installa- | 
tion in homes without basements, 
to install in attics, under floors, in 
service porches, or suspended from 
joists in homes with basements. 
BTU INPUT: 66,000, 80,000, 
100,000, 








THE HEATWAVE 


FLOOR FURNACE. BTU INPUT: 
27,500 
The last word in quiet opera- 35,000 
tion, efficiency and long life! aoe 
The Heatwave Floor Furnace 75,000 


has achieved a national repu- 


tation for value and service! 


















istributed By Outstanding Wholesale Supply | 
Houses @ Write or Wire @ Get The Facts! — 

ee: ES OE FOS) 

SOUTIIWEST Se 

0 aay 


ee PP ROW | 





aoe 8 F A C se NG C 
BOX 151 © Subsidiary of The Myers & & * AURORA, MO. 
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Letters 


(Continued from bottom of page 14) 
causing the stoppage, the bowl was 
broken. Since there was no care- 
lessness on our part involved, we 
agreed to replace the bowl at the 
customer’s expense. However, he 
refused to pay for the bowl and is 
now suing for one hundred dollars. 
How do you think we should handle 
this problem? 





FRANK DovucLas 


@ Although we do not have all perti- 
nent facts, it would appear that the 
customer would have to prove an act 


of carelessness before he could collect. 
On the other hand, even if you win the 


case, there may be enough ill-will en- 
gendered that your company might 


suffer adverse publicity. Frequently, 
it is to a contractor’s ultimate advan- 
tage to charge off the damaged mer- 
chandise as a business loss even 
though he is not legally responsible. 


GLAD TO HELP 
Newport News, Va.—We are now 

in the process of developing a 
training program for our employees 
and want to cover as many facets 
of plumbing and heating products 
and services as possible. In the 
course of reading your good mag- 
azine I recall many articles that 
would be most helpful in this train- 
ing program. Could we get copies 
of such articles? 

R. F. OurREDNIK 

personnel dir. 
Noland Company 


e An appropriate selection of tech- 
nical, merchandising and product ap- 
plication articles have been forwarded 
to Mr. Ourednik. D.E. is pleased to 
have a part in developing the Noland 
Company's training program. 


PLEASURE WRITING 

DorcHesterR, Mass.—Thank you 
for your fine selection of store and 
window posters. One poster we are 
particularly interested in—“Replace 
Wornout Faucets Now!”—we did 
not receive. May we? 

We bought your book of “2000 
and 1 Prize-Winning Ideas” and are 
quite pleased with it. 

It is always a pleasure to write 
to DomEsTIc ENGINEERING. The an- 
swers to our requests are so 
courteous, prompt and helpful. 

D. J. BLANEY 


e Copies of the poster on replacing 
worn-out faucets are temporarily ex- 
hausted. As soon as reprints are avail- 
able, one will be on the way. 
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WOLVERINE TUBE 
PRODUCTS 
FOR 


MASTER PLUMBERS 


THROUGH WHOLESALERS 


WOLVERINE 
ROLL-O-TUBE® 


ASK 
ah O] tg | 





Roll-O-Tube is the industry's most modern and 
useful packaging concept. This super-thin, round 
carton containing copper water tube can be rolled, 
is easy to carry, can be used as a reel and protects 
unused tube against damage and dirt. 











WOLVERINE 
COPPER 
WATER TUBE 
— STRAIGHT 
LENGTHS 


Wolverine copper water tube in straight lengths 
is available in three types: Type K (hard and soft 
temper) for underground installations; Type L (hard 
and soft temper) for general plumbing use; Type 
M (hard temper only) for non-pressure application 
such as waste and vent lines. 





WOLVERINE 
S.P.S. PIPE 


Wolverine manufactures standard and extra strong 
copper and red brass pipe in a wide range of 
sizes and wall thicknesses in 12- and 20-foot 
lengths. It can be used in both hot and cold water 
systems, can be readily threaded, or silver brazed 


into fittings. 











WOLVERINE 
DWV 
DRAINAGE 
TUBE 


Wolverine DWV (drainage, waste, vent) Copper 
Drainage Tube is built the Tubemanship way for 
long, trouble-free service. Among the reasons for 
the great rise in popularity of copper drainage 
tubes are lightness in weight, easy handling and 
prefabrication, and smooth inside diameters that 
resist clogging. 








There are good reasons why it will pay you to ask for 


can help make your work easier. That's the reason 


PLANTS IN 





Wolverine products by name when you visit your whole- 
saler. In the first place, you can always rely on Wolverine 
quality. That's because Wolverine tube is rigidly quality 
controlled throughout every step of its manufacturing 
process. 

Then, too, through its constant research program, 
Wolverine does its level best to bring you products that 


Wolverine developed Roll-O-Tube—and it's also the 
reason this carton has so many outstanding features — 
each designed to make your job easier. 

So for your best bet in copper tubing, ask for Wolverine 
tube by name! 


WOLVERINE TUBE, 1403 Central Avenue, Detroit 9, Mich. 


BUY FROM YOUR WHOLESALER 





| WOLVERINE TUBE 











CALUMET DIVISION 
WOLVERINE TUBE DIVISION 
CANADA VULCANIZER 
& EQUIPMENT CO., LTD. 
FOREST INDUSTRIES DIVISION 
GOODMAN LUMBER CO. 


(ty 


vianutactur 





DIVISIONS OF 
CALUMET @ HECLA, INC. 


DETROIT, MICHIGAN AND DECATUR, 


Division of Calumet & Hecia, inc. 


ALABAMA. SALES OFFICES IN PRINCIPAL 


EXPORT DEPT., 13 E. 40TH ST., NEW YORK 16, N.Y. 
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FITTING COSTUME: Copper and BATHROOM OF TOMORROW with gold-plated fittings and other comfort 


brass fittings in Northern Indiana features is being exhibited by Crane Co. at the “Tomorrowland” section of 
Brass Co.’s new catalog save time for Disneyland, Anaheim, Calif. At the exhibit, designed by Henry Dreyfuss, the 
extracurricular activities, firm says. firm also is displaying its industrial valves, heating and cooling equipment. 





Picture 
Paragraphs 














OFFICIAL SEAL of the National Assn. of Plumbing SHOWER COMPANION: A new thermostatic shower 
Contractors recently was added to the exterior of the control introduced by Powers Regulator Co. is shown by 
association’s headquarters in Washington, D. C. Shown Carol Segermark, recently crowned “Powers Shower 
examining the seal is R. T. Morrill, NAPC president. Queen” by Joseph Powers, vice president of the firm. 
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it. AMAZING NEW Brad 
The troublesome ‘‘choking’’ that is a 
common fault of foot valves is prac- You pay far less. Yet the Brady Foot 
tically eliminated in the Brady Foot Valve does a much better job—is so 
Valve. And it handles up to 3 timesas advanced in design, performance, 
much water as ordinary foot valves and durability that all other foot 
| with the same amount of friction. valves become obsolete. 
Brad, WATER PRESSURE TANKS for home use aa 
REVOLUTIONARY DESIGN — 
GIVES YOU BETTER TANKS AT OF THE 
SUBSTANTIALLY LOWER COST INDUSTRY 


Only Brady Galvanized Steel Tanks give 
you double protection inside the tank. 
Complete non-porous galvanizing plus a de 

Plastic Coating proven to be impervious 1 Y 
to most salts and minerals. Guaranteed 


for one year. AIR VOLUME CONTROL 











Contact your supplier or manufacturer—or get complete information on Brady Products by writing direct to — 


Brady Companies 


GENERAL OFFICES: MUNCIE, INDIANA 
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CSaBC 
L_ company J 


& quality plus 
at no extra cost 


The new CS&B packaging combines eye appeal with buy appeal. Quality in appearance 
and durable in design, these new packages are crush resistant and easy to stack. And 


the overall pattern reminds the buyer of CS&B's complete line, making it easier for you 
to sell related items. 


Cash in on this combination of Quality Plus at no extra cost. 


THE CONNECTICUT STAMPING & BENDING CO. 


NEW BRITAIN, CONN., U.S.A. 
affiliate: TUBE BENDS INC, aircraft parts 
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we CEO 


Barnes Officials with Millard Pryor, President, in center, look 
over scale plan for the firm’s new $500,000 plant remodeling 
program. 


horse The Barnes M 








Barnes clears the deck tor Increased 
Pump and Water System Production with 


m © $500,000 Program of Plant Expansion! 
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Yes, It’s Forward Action with 


Starting with this huge plant remodeling program, 
engineered by the combined efforts of Worden & Ris- 
berg, famed Management Consultants and Barnes’ 
own Management-Engineers, Barnes paves the way 
for acknowledgment as having the country’s most 
modern and efficient plant facilities for the manu- 
facture of pumps and water systems — With Capacity 
Stepped Up 75%! 

But This Is Only the Beginning of The Barnes Out- 
standing Program of Forward Action! 


Barnes Is Striding Forward — with new concepts in 
engineered water systems and pumps — designed with 


FOUNDED 1895 
-—<« 
M 


ANUFACTURING CO. 
MANSFIELD, OHIO 








BARNES M 





BARNES IS MOVING FORWARD! MOVE OVER TO BARNES! 


Mansfield, Ohio © Oakiand 21, Calif. 


oh & ah, hh & Th ca | ie] 


umps and Water Systems 


Barnes from Start to Finish! 


the forward look toward even greater performance — 
longer life — greater utility! 

Barnes Is Striding Forward — with an iron-bound 
policy of Quality Control which assures perfection in 
each and every pump! 

Barnes is Striding Forward—with streamlined stepped- 
up Order Service assuring speed, second to none, in 
shipment of pumps and parts! 

Barnes Is Striding Forward — with greatly augmented 
Sales and Merchandising helps — Making the Barnes 
Line the Fastest Moving and Most Profitable Line to 
Handle! 


ANUFACTURING CO. 
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The two bathrooms in each of 500 ee .. -* “We've built a reputation for delivering 
Meadowbrook homes will all have "6 pious OS . a lot of quality at a modest price. To 
Ingersoll! Fixtures in color. continue in this, we constantly seek new 
ARCHITECTS sources that offer greater product value. 


Melvin L. Wolfson, $. Guy Fishman The engineered economy and design of 
PLUMBING CONTRACTOR: INGERSOLL Plumbing Fixtures fulfill our 
Loon Lake Plumbing rigid requirements.'’ Wilmer Wolfson, 
WHOLESALER Builder, Meadowbrook Homes, Wheeling, 
Buck Plumbing and Heating Ilinois. 








MODERN STEEL BATHTUBS DO THE JOB BETTER —- CHEAPER 


**Engineered-Economy”’ by 

Borg-Warner means money in the bank 

to builders! Economy Of material—economy of labor, 

coupled with the recognized B-W leadership in quality 
manufacturing, make INGERSOLL your best bet for 
building more bathroom value without raising your price. 


Steel for lower transportation and handling ... exact, 
die-formed dimensions for easier, lower cost installation ... 
acid-resisting, stainproof porcelain for durability 

and easy maintenance... modern design and 

small premium for color . . . all bring easier, 

faster sales, 





INGERSOLL PRODUCTS DIVISION 


Write for complete information ~ Borg-Warner Corporation 


1000 WEST 120TH ST., CHICAGO 43 
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T'S THE LAW! 


Legal Decisions of Interest to Contractors 





Defective Merchandise 

The law has established that 
the seller of defective merchan- 
dise is liable for any damage it 
causes the buyer . . . but this law 
is not applicable to plumbing 
contractors who supply labor 
and materials under a flat con- 
tract price. 

In one case, a _ contractor 
agreed to provide and _ install 
bathroom and kitchen fixtures, 
septic tank, sewer pipes and fit- 
tings for $1,650. 

However, the septic tank did 
not meet legal standards set by 
the state. The tank had to be torn 
out and replaced. The property 
owner sued the contractor for 
$1,500 damages, alleging that 
the contractor had violated the 
statute of frauds relating to the 
sale of merchandise. 

The court, however, decided 
that the contract was not one of 
sale and that the property owner 
was not entitled to damages. But 
the court did hold the contractor 
liable for $71.40, the additional 
cost to the property owner for 
installing a new septic tank. 

Citation: Stammer v. Mul- 
vaney, 358 N.W. (2d) 671. 


Examples of Employee Liability 

Can an employee of yours be 
held liable on business deals he 
makes for you? Under certain 
circumstances, the answer is yes. 
Experts offer this general guide— 

An employee, including a cor- 
poration official, is personally 
liable for contracts made for his 
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By Leo T. Parker, Attorney 
Cincinnati, Ohio 


employer, if (1) he knowingly 
makes false statements or mis- 
represents his authority to de- 


ceive a person intending to trans- 
act business with the employer; 
(2) if he performs any unlawful 
act with or without authority of 
the employer; (3) if he performs 
a damaging act believing that he 
had authority, while he actually 
had none; (4) if he willingly per- 
forms an act which results in 
damage to anyone. 

Or (5) if he does damaging 
acts outside his scope of author- 
ity, even if rendering the em- 
ployer a valuable service; (6) if 
he unintentionally but legally as- 
sumes an obligation while per- 
forming any services for the em- 

END 








YOU BE THE JUDGE 


If you were a judge, how would you decide this case? 

A plumbing and heating contractor and a property owner 
signed an agreement for the installation of plumbing fixtures 
and heating equipment. According to the contract, installa- 
tion was to begin within sixty days: The property owner 
signed the contract on July 2, but the contractor did not sign 
and approve the contract until Aug. 2. On Sept. 23 the 
property owner wrote and cancelled the agreement because 
the installation had not been started, contending that the 
contract has been breached. 

In subsequent litigation, the contractor held that he was 
within his legal rights and that the contract had not been 
breached and was still valid. Who was right? 


* * * 


The judge ruled that the contract was still valid. In giving 
his decision, the judge said: “This case turns on the effective 
date of the contract. The effective date was Aug. 2 when the 
defendant (the contractor) signed and approved the con- 
tract, not July 2, the date the property owner signed. There- 
fore the contract is still valid.” (Court citation available 
from Domestic Engineering.) 
































We'll never let you down 


THE J&L PRODUCER-DISTRIBUTOR TEAM 
Quality Steel Pipe... Fast, Dependable Service 


You can rest assured you'll get com- 
pletely dependable service when you 
OVER 400 é YA rely on J&L and J&L Distributors for 

Y your steel pipe requirements. 
LEADING DISTRIBUTORS First, you get superior pipe. J&L con- 

CARRY J&L PIPE é, trols the quality all the way from raw 

LET THEM y materials through the finishing mills. 

SERVE YOU A That’s why you find J&L steel pipe is 
4 long lasting and easy working on any 
application. 

Second, you get dependable service. 
Your J&L distributor is always ready 
with: 

1. Complete stocks near at hand. 

2. The right pipe for every job. 

3. Technical service by steel pipe 
specialists. 

Whenever you need superior pipe and 
dependable service, phone or write your 
nearest J&L distributor. 


Jones & Laughlin 


STEEL CORPORATION - PITTSBURGH cE 
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Questions and Answers 


Waterlogged Tank Causes Difficulty 


To the Editor: 

Due to extreme limitations of 
space on a residential remodeling 
job, we recently installed a siphon 
jet closet bow! with flush valve in- 
stead of using a regular tank and 
bowl combination. 

Because the existing 34-in. water 
supply line could not be expected 
to deliver a sufficient volume to 
satisfactorily operate the flush 
valve, we placed a 20-gal. tank in 
the attic as shown in the enclosed 
sketch (see Fig. 1A). This works 
all right until the tank gets water- 
logged. How can this be avoided? 

New Jersey A.B. 


To the Reader: 

Circumstances existing in the 
pressure tank described in your 
letter are such that you cannot en- 
tirely avoid waterlogging. How- 
ever, there are several things that 
can be done to prolong the periods 
of satisfactory operation and to 
facilitate the recharging of the air 
cushion. 

Aside from the natural tendencies 
of warm water to release gases and 
for cooled or compressed gases to 
form water, this particular problem 
includes mechanical blending as 
well. The entrainment of air into 
the water is caused by the surging 
that occurs during each flush and 
subsequent refilling of the attic 
tank. Ultimately it becomes water- 
logged. 

The lower portion of the 20-gal. 
tank (see Fig. 1B) provides space 
for storing an adequate volume of 
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water; likewise the upper portion 
provides space for the compression 
of air which is needed to create 
effective flushing action in the 
closet bowl. 

If a 30-gal. tank had been used, 
it would give 50 percent more tank 
space for both water and air, thus 
lengthening the duration of the sat- 
isfactory operating cycle. 

It would be simple if an auto- 
matic air charger could be installed 
on the tank in the same manner 
they are used on home water sys- 
tems, but until such a device is 
developed, the tank will need to be 
manually recharged with air. This 
might be twice a year, but will vary 
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Fig. 1A shows a reader’s method of 
supplying adequate water volume to a 
flush valve, using %4-in. supply. Wa- 
terlogging of tank occurs when air 
mixes with and is absorbed by water 
in overhead tank. * Fig. 1B illustrates 
how use of an’ air‘ inlet at “X” will 
re-charge the air supply and speed up 
drainage of the excess water. 


with usage and water conditions. 

One easy way to drain the water 
without going into the attic is to 
(1) cut off the water supply valve 
to the tank, (2) remove the internal 
mechanism from the flush valve, 
(3) replace the valve cover and 
permit complete drainage through 
the flush valve body. The draining 
operation would be speeded up if a 
small line extended from “X” in 
Fig. 1B to a point downstairs or 
in the basement. There it could be 
uncapped to admit air at the same 
time the waterlogged tank is being 
drained through the flush valve. 

Probably a better method would 
be to use one of the several manual 
air chargers or special drain valves 
developed for use with expansion 
or compression tanks used on resi- 
dential heating boilers. 


Humidity Problem 
To The Editor: 

We have a problem involving 
humidity in a_ two - apartment 
building. The north wall in the 
upstairs apartment has excessive 
condensation. Mildew has formed 
on the damp wallpaper and this 
causes a disagreeable odor. 

Each apartment has its own hot 
water heating plant using room 
convectors. There is no similar 
trouble on the first floor. 

The building is of a frame con- 
struction and covered with asbes- 
tos shingles. The ceiling over the 
second floor apartment is insulated. 
Louvres have been placed in the 
eaves to provide adequate ventila- 
tion. How can we eliminate the 
sweating walls? It is especially bad 
behind furniture. 

Maine NC.T. 


To the Reader: 

With warm moist air on the in- 
side of the apartment and with 
cold, uninsulated walls, the con- 
ditions are exactly parallel with 
placing a pitcher of ice water in 
a warm room in summertime. As 
soon as the warm air comes in con- 
tact with the cold surface of the 
pitcher, the air reaches its dew 
point and condenses on the cold 
surface in the form of water. 

The washing and drying of 
clothes indoors and even ironing 

(Please turn to top of page 126) 
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Z/- WASHBOARD RADIATION ENCLOSURE 7 } 


Four packaged lengths— [~7 tes —7 > 


wan [oesa -~- 


low investment. . . FA ma wmmmmn Z| 


easy fitting. . . Armen FA. | 
no waste SS 














Secones “7 7 











Nesbitt Baseboard Radiation comes packaged (enclosure and heating 
element separate) in four standard lengths. You buy only what you 
need. Protective cartons prevent job damage. With standard lengths 
and a fill-in section you can fit any wall-to-wall without cutting! 


Enclosures SS — 
designed aD, 


for speedy 
assembly 








With four 20-gauge, die-formed parts; 1) anchor the 
back plate (includes wall-seal) to the studding; 2) 
apply support brackets (and hang heating element) ; 
3) slip in the louvre blade; 4) snap on the front. 








ae): ae 


Accessories that fit every need and save time 


End caps, wall sections, joint trims, inside-outside corners and angles, 
fill-in sections, blade dampers, riser shields, and hinged-door valve 
compartments (which also permit recessed installation without fram- 
ing) are all prepunched for easy attachment. 








Sold exclusively through 
plumbing and heating wholesalers 
John J. Nesbitt Inc., Philadelphia 36, Pa 















if you’re 
looking for 


840 Btu 
PER LINEAR 
FOOT 























Less to buy—less to install 


Nesbitt’s copper-tube, corrugated aluminum fin 
heating element is high capacity: 4.1 sq. ft. EDR 
per linear ft. This means that you can heat most 
rooms with a simple one-wall installation. 





Tube ends mate without couplings 
Heating element tubes are expanded at one end, 
sized to mate with another for sweat-jointing. 
Sturdy corrugated fins handle without gloves. 











One, two, three—finished! 

For Baseboard Radiation that leaves you with 
no grief—fully satisfied customers—and some 
coin in your pocket...study our Publication 272. 






















National Plumbing 
& Heating Exposition 
=>'4 allo) i oe June 11th-14th 


Milwaukee, Wisconsin 





Booth 1241 


. ’ LA CRESTA! Harcraft’s newest, single-package 
te at urin g Hi a rc raft Ss combination of beauty, quality aa. ae, 
LA CRESTA’s through-and-through quality .... 
result of Harcraft’s famous silver-welded, solid- 
brass machined parts....means excellent service. 
Andthankstoextra-heavy plating, LA CRESTA’s 
modern beauty will last and last. 

Try Harcraft’s LA CRESTA on your next in- 
stallation. You'll find it’s right all three impor- 
tant ways—right in design....right in quality.... 
and, best of all, right in price. 


A-50A Swingspout 


WRITE TODAY for news about 
Harcraft profit builders .... in arcra 
the 1956 Harcraft Catalog. We 

" will send it by return mail. BRASS 











DIVISION OF HARVEY MACHINE CO., INC., TORRANCE, CALIFORNIA @© REPRESENTATIVES IN All 
PRINCIPAL TRADING AREAS ¢ STOCKS AVAILABLE IN NEW YORK, BOSTON, CHICAGO, ATLANTA, LOS ANGELES 
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ECONOMY ANSWER 





FOR THE 
SECOND BATHROOM 
age 
= An extra bathroom is a demand item 
these days—whether it be in new home 
al fe construction or in remodeling. The cor- 
lid- i 7. - ee = ner design FIAT Shower holds the key 
ce. i t = & to economy as the diagram clearly in- 
A’s * dicates. Now you can get more of this 
profitable “second bathroom” business 
m by featuring FIAT packaged Showers. 


nm A i Only 30 square feet will provide an at- 
; Ve nae tractive, convenient and complete bath- 
room! This means a savings in building 
and remodeling costs—means that more 
people can now afford an extra bath- 
room. Since they save big money on 
building costs, your customers can 
spend a little more on quality bathroom 
fixtures. 
The CORNER CADET model shown 
here is a self-contained plumbing fix- 
ture that requires no special room prep- 
aration or construction, yet is designed 
to give a “built-in” appearance. It has 
the quality look that home owners are 
seeking and comes in a choice of colors 
to match other fixtures. So why not 
display the CORNER CADET and the 
5’ x 6’ bathroom idea. Talk to your 
customers and your building contrac- 
tors about this money-saving — space- 
saving shower bathroom. 








Fiat products are carried by leading 
plumbing wholesalers everywhere. Con- 
tact your wholesaler or mail coupon 
today. 





FIAT METAL MANUFACTURING CO. 
9305 Belmont Avenue, Franklin Park, Ill. 


Please send complete information on your complete 
line of shower equipment. 




















Name____ 

C tea A 
a FIAT METAL MANUFACTURING CO. Address_ 
Gees City 





Orillia, Ontario, Canada T of Busi 
1956 
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In new airport, &. & G Hydro -Fie 


circulates water for space heating and 


At the new Milwaukee County Airport Terminal, 
mechanically circulated hot water is used to pro- 
vide comfort for travelers and operating safety. 

For space heating, water heated in B&G Steam 
Convertors is circulated through the system by 
B&G Booster pumps located at the convertor 
stations. The ticket and baggage concourses and 
part of the second floor employ radiant panels. 


BaG Type "SU" Heat Exchangers 

The ‘‘SU”’ Heat Exchanger is an instantaneous type, 
designed to heat liquids with steam. No space- 
wasting, expensive storage tank needed. ‘‘SU”’ 
Exchangers are available with either 2 or 4 passes 
and cast iron or brass construction. Common appli- 
cations include heating of service water, radiation, 
storage tanks, swimming pools and feed-water. 


BaG Booster Pumps 
Basically sound engineering, supported by precision 
manufacture, is the reason why the B&G Booster 
can show such a remarkable record for efficiency, 
dependability and long life. Over 2,000,000 B&G 
Boosters have been sold to date! 
These pumps satisfy the all important require- 


Anti-freeze solution for the snow melting panels is 
heated and circulated by similar B&G equipment. 

Hot water for service use is also heated in a 
B&G Steam Convertor and circulated through 
the system by a B&G Booster. 

B&G circulating pumps are specifically 
designed to meet the exacting requirements of a 
satisfactory water system...for either heating or 


ment of quiet operation. Motors are either built in the 
B&G plant or to rigid specifications by leading motor 
manufacturers. The oversized shaft is of a special 
alloy... bronze, sleeve-type bearings, extra long to 
maintain the shaft in exact alignment and assure 
smooth operation. Add to this a leak-proof seal— 
positive protection against entry of water into the 
bearings. 

B&G Boosters are easily serviced. By removing a 
few bolts, the pump can be separated into three 
parts, permitting servicing without breaking pipe 
connections. 

For pumping jobs having greater head and capac- 
ity requirements than covered by Boosters, the B&G 
Universal Pump offers the same quiet, dependable 
performance. 
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equipment heats and 


snow melting 


cooling. And for the many applications where steam- 
to-water or water-to-water heat transfer is required, 
B&G Heat Exchangers provide large capacity in com- 


pact, efficient units. 


Architect and Construction Superintendent: John Messmer, Milwaukee, Wisconsin. . . 
Assistant Construction Superintendent: Fred Melms.. .Electrical Engineer: Gregory 
Pichel. ..Heating Engineers: Joseph H. Volk and William T. Holland, Milwaukee, 
Wisconsin. . . Heating Contractors: E. D. Wesley Co., Bon Heating Co., Wenzel and 


Henoch, Milwaukee, Wisconsin. 


*Reg. U.S. Pat. Off. 





Domestic ENGINEERING, JUNE 1956 











BaG PACKAGE LIQUID COOLERS 
Virtually a plug-in unit for a wide variety of 
applications...as a separate space cooler...or 
in combination with a forced hot water heating 
system...or for industrial processes requiring 
controlled cooling of materials. Available in 
capacities from 714 to 100 tons. 

Numerous features make the B&G Package 
Cooler an outstanding unit. Low pressure drop 
through the evaporator permits a substantial 
reduction in system pump sizes. The evapora- 
tor is located under the compressor for a lower 
center of gravity—making the unit easier to 
install and service. An integrated electrical 
control system provides a high degree of auto- 
mation without extra cost. Completely wired, 
including chiller and tower pump. 

Write for Bulletin HB-755. 








BELL & GOSSETT 


c Oo M P AN Y 


Dept. EJ-1, Morton Grove, Illinois 
Canadian Licensee: S. A. Armstrong Lid., 1400 O'Connor Drive, W. Toronto, Canada 
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Contractor Finds Cure for ‘Buyers’ Hangover’ 


PyscHo.ocists probably have 
a name for it—that “letdown” 
feeling customers get after mak- 
ing a big purchase. 

The technical name, however, 
isn’t as important to contractors 
as dispelling the customer’s aft- 
erthought that he may not have 
bought the right article or failed 
to get his money’s worth. If that 
feeling persists, chances of build- 
ing future business with the cus- 
tomer will die. 

A Pennsylvania contractor has 
the cure for “buyers’ hangover.” 
It’s a three-cent stamp and a little 
flattery. The contractor mails 
each customer this letter a few 
days after the purchase: 

“Now that your water heater 
(or other product) is furnishing 
your family with plenty of hot 
water, here are some additional 
facts that will interest you. 

“Some X-number of families in 
this area are enjoying the serv- 
ices of the water heater you se- 
lected, making it one of the most 
popular available. 

“Its warranty, as you know, is 
backed by us throughout the 
guaranteed life of the unit. 

“It’s been a pleasure to serve 
you, and we hope we will con- 
tinue to enjoy your confidence.” 

The letter is phrased to reas- 
sure the customer that he has 
made a wise choice in his selec- 
tion, as proved by the number of 
other prudent buyers. He also is 
reminded that he has dealt with 


a firm that continues to be in- 
terested in him even after a sale. 

The results of such customer 
relations is reflected by the con- 
tractor’s references to this plan 
as “pre-selling” rather than “aft- 
er-selling.” He feels the actual 
effect of the letters is to pave the 
way for the next sale. 

The contractor’s salesmen also 
are encouraged to write follow- 
up letters. For example, at the 
conclusion of a recent sales con- 
test, the salesmen wrote this 
note to customers: 

“T have just won a sales award 
during a company contest. 

“As you may know, it is a plea- 
sant experience to win a prize. In 
this case, however, I have you to 


peenenees concasencseeeeoneneess 


fe 5 = 


TIPS FOR MANAGEMENT 


thank for your help. The order 
you gave me during the contest 
contributed to boosting me into 
a winning position. 

“Please accept my thanks. And 
I hope that in the future I may 
also help satisfy your plumbing, 
heating and appliance needs.” 

There are two purposes in 
these letters, the contractor says. 
They cement relations with the 
customer and make him more 
likely to praise the company to 
other prospects; and secondly, 
they assure the contractor that 
his salesmen will remember the 
customer and be prompted to fol- 
low-up further sales possibilities. 

It’s a system that keeps cus- 
tomers happy and sales climbing 
—merely for the cost of a three- 
cent stamp. END 





SATISFIED CUSTOMERS can be assured with a three-cent stamp and a little 


extra effort, says a Pennsylvania contractor. See above article for details. 
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FOR QUALITY PLUMBING 
AND HEATING PRODUCTS 





a 


Easy-to-install COPPER WATER TUBE 


Single coil lengths up to 100 ft. for long runs. Convenient 
carton is easy to handle, stock and identify. Straight 20 ft. 
lengths of hard-temper or semirigid tube. 











Lightweight COPPER DRAINAGE TUBE 


Designed for today’s requirements. Less installation labor! 
Ideal for remodeling or for new jobs. Light and convenient 
to handle, quickly soldered in any position. Enables con- 
tractors to sell all-copper plumbing jobs. 
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Join the Parade! Wholesalers and plumbing contractors say 
“THERE’S NEVER A TURNBACK” with Bridgeport’s line of 
high-quality Copper Water Tube...Copper Drainage Tube... 
Tubular Plumbing Goods*. What’s more, you simplify order- 
ing...stocking...delivery! Reduce paper work...speed up your 
service with plumbing and heating products from one dependable 
source — Bridgeport! ’ 

Bridgeport salesmen are factory salesmen! Their only concern 
is service to you. They give you direct contact with the mill, which 
means dependable, rapid deliveries! 

Join the parade and order Bridgeport plumbing and heating 
products. Specified by contractors nationwide, carried by quality- 
minded wholesalers everywhere. Call or write today for com- 
plete information. 

MAY WE SUGGEST?... Order by the carton for even faster delivery 
of all stock orders! 


*Either-Way® Connection Traps; Strainers, Stoppers and Wastes; 
Basin, Bath and Tank Supplies; Traxrod® Shower Curtain Rod. 


Bridgeport Plumbing & Heating Products 8 





The finest TUBULAR PLUMBING GOODS* 


A complete line to meet specifications for any job! 


labor! : : P Bridgeport Brass Company, Bridgeport 2, Conn. Offices in Principal Citi 
“ Highest-quality construction —full gauge brass tub- 8 Py eee a a os en emwee 
pon re gee fnish over tishel sbie. Fiade in our In Canada: Noranda Copper and Brass, Limited, Montreal 


own modern mills. 


. 1956 Domestic ENGINEERING, JUNE 1956 






































NEW hie 


FIG. 2131 

a" to a" 

125 Ib. S.P. 

200 Ib. W.0.G, 
Rising Stem 

Double Wedge Dise 
FIG. 2132 

Solid Wedge Dise 


FIG. 2133 


Non-Rising Stem 
Single Wedge Disc 


SOLDER-END 
VALVES 


for COPPER TUBING 












FIG. 2145 
Va" to 2” 
125 Ib. S.P. 200 Ib. W.0.G. 
Renewable 

Bronze Disc and Side Plugs 








Now you can take advantage of the superior quality, 
advanced design, and outstanding performance of 
famous Lunkenheimer Bronze Valves for your 
copper tubing installations! 


The complete line of five patterns, with precision 
machined bores and ends, is designed for use with 


types K, L, and M copper tubing. 


In operating features, materials, and workmanship, 
these valves are identical with the corresponding 


Lunkenheimer figures in the Screwed-End Bronze FIG. 126 
rie _ a Vo" to 2” 
Valve series: 150 6? 
e Non-Slip Handwheel assures tight closing ' 300 Ib. W.0.G. 
Renewable 


@ Famous Stemalloy Stem—dmillions in use, without a 
single failure 


e Hexagon Head Gland for easier repacking 
e Extra-deep Stuffing Box reduces servicing 
e Repacking Seats above stem threads 


@ Body and Bonnet of dense, close- 
LUNKENHEIMER grained, corrosion-resistant bronze 


_ Non-Metallic Dise 
] 


FOR COMPLETE DETAILS ON THE NEWEST 
AND BEST SOLDER-END VALVES see. your 


Lunkenheimer Distributor or request litera- 
ture from The Lunkenheimer Company, Box 
360, Cincinnati 14, Ohio 





L-855-18 


QUALITY BRONZE ° IRON @ STEEL * PVC 


® 
LW WN NHEIMER 
THE ONE VaCOQH NAME IN VALVES 
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DELCO Electric Jet Pump Motor 
Has Greatest Protection Against Moisture! 


This quiet-running streamlined Delco Products motor 
is tailor-made to your requirements. 


O Upper and lower heavy-duty ball bearings are of 

double shielded design. They are protected from 
moisture, both air borne and condensed, by effective 
grease seals. Upper bearing has extra large grease 
reservoir and is pre-loaded by means of a spring 
washer to absorb the thrust load of the pump. 


a The lower bearing has a large grease-filled cap 
above and a special felt seal below to keep all 
dirt and moisture out of this vital area. 


The shaft end frame is solid with no ‘opening for 
moisture to enter, even if pump seal should fail. 


© The motor is drip-proof with no opening in outer 
end—needs no canopy ever, regardless of whether 
installation is made horizontally or vertically. 


These and many other extra advantages, like leads precut 
to convenient length to reach switch, are yours at no 
extra cost in improved Delco Products jet pump motors. 
Contact your nearby Delco Electric Motor distributor 
or sales office now for more information on this motor, 
or other Delco Products motors designed for your needs. 
They’re sold and serviced throughout the world. 


DELCO 22% MOTORS 


DELCO PRODUCTS, DIVISION OF GENERAL MOTORS, DAYTON, OHIO 


Provecl bese by Firformante og 
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CONTRACTORS * WHOLESALERS * MANUFACTURERS 


CONTRACTOR ASSNS. 
. « « State 


June 14-17—New Jersey—Annual 
convention of the New Jersey State 
League of Master Plumbers; Tray- 
more Hotel, Atlantic City. 


Aug. 2-4—South Carolina—Annual 
convention of the South Carolina Assn. 
of Plumbing and Heating Contractors; 
Ocean Forest Hotel, Myrtle Beach. 


Jan. 21-24 (1957)—Illinois—Annual 
convention of the Illinois Plumbing 
Contractors Assn.; Broadview Hotel, 
East St. Louis. 


Feb. 4-6 (1957)—Ohio—Annual con- 
vention of the Ohio State Assn. of 
Plumbing Contractors; Carter Hotel, 
Cleveland. 


Feb. 4-6 (1957) —Wisconsin—Annual 
convention of the Wisconsin Assn. of 
Plumbing Contractors; Schroeder 
Hotel, Milwaukee. 


MANUFACTURER ASSNS. 


June 1-3—SKCMA—Annual meet- 
ing of the Steel Kitchen Cabinet Man- 
ufacturers Assn.; The Greenbrier, 
White Sulphur Springs, W. Va. 


June 11-15—OHI—Annual conven- 
tion and exposition of the Oil Heat In- 
stitute of America; Coliseum, New 
York City. 


June 14-16-—AHLMA—Summer 
meeting of the American Home Laun- 
dry Manufacturers Assn.; Edgewater 
Beach Hotel, Chicago. 


Oct. 3—PHIB—Annual meeting of 
the Plumbing and Heating Industries 
Bureau; Palmer House, Chicago. 


Oct. 14-18—CIPH—Annual meeting 
of the Canadian Institute of Plumbing 
and Heating; Seigniory Club, Monte- 
bello, Quebec, Can. 


38 


Oct. 15-17—AGA—Annual conven- 
tion of the American Gas Assn.; Audi- 
torium, Atlantic City, N. J. 


Oct. 28-29—TSMA—Annual meet- 
ing of the Toilet Seat Manufacturers 
Assn.; Wardman Park Hotel, Wash- 
ington, D.C. 


Nov. 1-2—AHLMA—Annual Nation- 
al Home Laundry Conference spon- 
sored by the American Home Laun- 
dry Manufacturers Assn.; Conrad Hil- 
ton Hotel, Chicago. 


Nov. 28-29 — NWAHACA — Annual 
convention of the National Warm Air 
Heating and Air Conditioning Assn.; 
Netherland Plaza Hotel, Cincinnati, O. 


Mar. 11-14 (1957)—NEMA—Semi- 
annual meeting of the National Elec- 
trical Manufacturers Assn.; Edgewater 
Beach Hotel, Chicago. 


Apr. 8-10 (1957)—GAMA—Annual 
meeting of the Gas Appliance Manu- 
facturers Assn.; The Greenbrier, 
White Sulphur Springs, W.Va. 


May 6-8 (1957) — ARI— Annual 
meeting of the Air Conditioning and 
Refrigeration Institute; The Home- 
stead, Hot Springs, Va. 


June 4-7 (1957)—OHINE—Biennial 
Exposition of Oil Heat and Domestic 
Cooling by the Oil Heat Institute of 
New England; Hotel Statler, Boston. 


Oct. 7-9 (1957) —AGA—Annual con- 
vention of the American Gas Assn.; 
Kiel Auditorium, St. Louis. 


Nov. 11-15 (1957)—NEMA—Annual 
meeting of the National Electrical 
Manufacturers Assn.; Traymore Ho- 
tel, Atlantic City, N. J. 


WHOLESALER ASSNS. 


June 1-3—PHWNE—Summer meet- 
ing of the Plumbing and Heating 
Wholesalers of New England; Went- 
worth-By-The-Sea, Portsmouth, N. H 


June 18-19—NHACWA-—S pring 
convention of the National Heating 
and Air Conditioning Wholesalers 
Assn.; French Lick-Sheraton Hotel, 
French Lick Springs, Ind. 


Oct. 3-5—CSA—Annual meeting of 
the Central Supply Assn.; Palmer 
House, Chicago. 


Oct. 24-27—ACRW—Annual meet- 
ing of the Air Conditioning and Re- 
frigeration Wholesalers; Jung Hotel, 
New Orleans. 


Oct. 28-31—AI—Annual convention 
of the American Institute of Wholesale 
Plumbing and Heating Supply Assns.; 
Sheraton-Park Hotel, Washington, 
mx 


Dec. 3-5-—NHACWA—Fall conven- 
tion of the National Heating and Air 
Conditioning Wholesalers Assn.; Desh- 
ler-Hilton Hotel, Columbus, O. 


Feb. 21-23 (1957)—WDA—Annual 
meeting of the Wholesale Distributors 
Assn.; Shamrock Hilton Hotel, Hous- 
ton, Tex. 


Mar. 17-19 (1957)—MAWA—Annual 
meeting of the Middle Atlantic Whole- 
salers Assn.; Chalfonte-Haddon Hall, 
Atlantic City, N.J. 


CONTRACTOR ASSNS... National 


June 11-14—NAPC—Annual con- 
vention and exposition of the National 
Assn. of Plumbing Contractors; Audi- 
torium, Milwaukee. 


June 18-20—ASHAE—Semi-annual 
meeting of the American Society of 
Heating and Air Conditioning Engi- 
neers; Shoreham, Washington, D.C. 


Sept. 16-21—ASSE—Annual meeting 
of the American Society of Sanitary 
Engineering; Morrison Hotel, Chicago. 


Nov. 26-28—RACCA—Annual con- 


vention of the Refrigeration and Air 
Conditioning Contractors Assn.; Bal- 
moral Hotel, Miami Beach, Fla. 


Feb. 25-Mar. 1 (1957)—ASHAE— 
13th International Heating and Air 
Conditioning Exposition with the an- 
nual meeting of the American Society 
of Heating and Air Conditioning Engi- 
neers; Amphitheater, Chicago. 


May 7-10 (1957)—MCAA—Annual 
meeting of the Mechanical Contractors 
Assn. of America; Hotel Fountaine- 
bleau, Miami Beach, Fla. 
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Use this as your color card when selling and ordering Gerber Plumbing Fixtures 


For extra copies of this color-card sheet, see your plumbing jobver or write to Gerber 


> 


> Tear out this sheet 








quality, colored bathrooms at 
the moderate Gerber price 


In plumb las | fixtures 
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For extra copies of this color-card sheet, see your plumbing jobber or write to Gerber 
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only Gerber carries 

Lila @lolole Ml ale! sekeeping 

Guaranty Seal 
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+ Guaranteed by 

Good Housekeeping 
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Above, in Gerber 


With sensibly-priced Gerber Plumbing Fixtures, you can 
offer a high quality, colored bathroom for no more than 
what your customers would expect to pay for white fixtures 
— a strong selling point 

Gerber’s complete line enables you to sell a ‘packaged 


bathroom, complete including brass. This assures you that 








aan 


Ss 





Petal Pink’: Hayes lavatory, The Gerber tub, Mount Vernon closet 


all fixtures will color-match perfectly, install easily. Gerber 


keeps your job price competitive, and still gives you full profit 


Functional style, lasting beauty and trouble-free opera- 
tion typify Gerber. Plumbing Fixtures. National advertising 
brings this message to your customers, builds preference 


for your Gerber line 


Gerber offers you the 4 most wanted colors in plumbing fixtures 


Waterfall Blue 


Petal Pink 





Sunset Tan 


Lagoon Green 


Gerber Plumbing Fixtures are also available in Stainless White 














new Gerber Fixtures 
, new 
keep pace with modern Gerber 


cabinet 


bathroom trends lavatory 


am 
&.) 

4 Adds beauty, convenience to any bathroom — 

Formica top, steel cabinet in choice of colors 
new! 
Gerber | 
pop-up 

bath drain 











a “ow new! 


A Gerber steel 
\ 
™~— 


counter-top 
Adjustable overflow washer speeds installation 
All Gerber bath drains manufactured to 


ad lavatory 
fit any make and style of bathtub . . . to 


meet all codes, at no additional cost. Acid-resisting porcelain enamel surface 
for lasting Raw in choice of colors 


Typical examples 
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The big push is on. Contractors across the nation are 
busily tooling up for the all-industry modernization drive 
that hits its peak with Plumbing-Heating-Cooling Month 





in A t.. 
in this issue D.E. provides a guide to help contractor- 
readers get ready for P-H-C Month. This special section, 


aoe mer beginning on page 101, lists the steps contractors shouid 
P-H-C MONTH take right now to insure getting their share of the un- 
arg precedented modernization sales expected during the coming 
months. 


Also included on page 106 is a case study of the 
Dayton, 0., modernization drive. It provides a blueprint 
for a city-wide remodeling promotion that looks like a 
sure-fire winner. 
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WOOUHLVG ..VEaCd!I ABN, MEGEUEO BHL LISIA 
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The ep end saw little real change in the overall 
) business picture. The analysts who thought they saw danger 
.Signs in the “over-extended" state of consumer credit are 
now being drowned out by business leaders (like G.E. 
President Harlow Curtice) complaining of the credit squeeze 
resulting from the Federal Reserve Board's tight-money 
policy. 

Most business indicators continue favorable and in- 

BUSINESS PICTURE dustrial production remains at a high level. A number of 

REMAINS STEADY major industries, including auto, steel, aluminum and 
paper manufacturers, are forging ahead with enormous 
expansion programs. ? 

The spring slump in auto sales, largely attributed to 
bad weather, is not generally considered ominous for the 
rest of the economy. Its main effect so far has been to 
lessen the the threat of a steel strike this month when 
union contracts with the industry begin to expire. A steel 
strike now seems unlikely. 








eee 


Two important industry groups will hold conventions this 
monthe 


At Milwaukee, June 11-14, the National Assn. of Plumbing 


Contractors will hold its 74th annual convention. The 
convention which includes the annual convention of the 
Women's Auxiliary, is being held concurrently with the 
TWO PRODUCT National Plumbing and Heating Exposition where displays of 
SHOWS TO BE new products announced to the industry are expected to draw 


HELD NTH overflow crowds. Details on page 86. 
wear he Also, on June 11-15, the 34th annual convention of the 


0il Heat Institute will run concurrently with the National 
Oil Heat and Air Conditioning Exposition in New York. 

The exposition will be the first trade show held in the new 
Coliseum. OHI convention headquarters will be at the Park 
Sheraton Hotel. For details, see page 87. 


Sree «MNId TVLGd., HaauaD TN4ILAVaAd NI — 
INGHdATAL “MOOTO ‘LOS AL HLIM H.LVd .NYAGON,, ALATANOO AHL AAS 
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WATER HEATER 
SHIPMENTS NEAR 
MILLION MARK 


AeSeSeE. TO HOLD 
GOLDEN JUBILEE 


RECORD-BREAKING 
SUMMER SEEN 
FOR A-C INDUSTRY 


LATEST REPORT 
ON 
"D0-IT-YOURSELF” 


HOME LAUNDRY 
SALES UP 


STEEL PIPE 
PRICING POLICIES 
TUDIED 


UNARCO SELLS 
HEATING DIVISION 


SWIMMING POOL 
GROUP TO 
ORGANIZE 


tomatic gas water heater shipments for 1956 neared 
the one million mark at the end of April, reports the Gas 
Appliance Manufacturers Assn. The four-month total is up 
2.7 percent over last year's figure. 
GAMA also reported that gas range shipments for April. 
not counting built-ins, reached a total of 156,400 units. 


This was a drop of 9.6 percent from April a year ago. 


5 i 


Coming up Sept. 16-21 is the Golden Anniversary 
annual meeting of the American Society of Sanitary Engi- 
neering. Plans for the jubilee meeting at Chicago's 
Morrison Hotel were recently announced. 


eee 


A record-breaking summer for the air conditioning 


industry has been predicted by major cooling unit manu- 


facturers. 
E. Ae Tracy, general manager of Mitchell Mfg. Co., 


based his prediction on “an unprecedented upswing in pre- 
season buying" with distributor and dealer inventories 
running 20 percent lower than last year. 

Chrysler Airtemp also announced ‘56 residential unit 
sales to date are running more than 50 percent ahead of a 
year ago. The Airtemp sales manager, H. M. Carnaham, said 
that 95 percent of the residential units sold by the firm 
are air cooled. 


Cloud Wamper, chairman of the board of Carrier 


Corpe, also saw "another record year for central air condi- 
tioning in homes as indicated by 1956 sales to date.” 

e@ reported that industry sales of residential units 
are substantially higher than for a comparable period 


last year, and reaffirmed an earlier prediction that 
200,000 residential installations will be made this year. 


Ke 


Should the p-h contractor try to discourage the do-it- 
yourselfer from attempting major plumbing and heating in- 
stallations? This month G. H. McGee, Iowa contractor and 
re-elected president of the Iowa association, gives his 
views on this question in the article on page 92. 

+88 


Home laundry equipment sales for the first four months 


of 1956 increased 1] percent over the same period last 


year, it was reported by the American Home Laundry Manufac- 
facturers' Assn. The foyremonth total of 2,041,090 units 
includes domestic washers. dryers and ironers. 

REESE 


The American Institute of Wholesale Plumbing and Heeting 
Supply Assns. has just released the results of its study 
of recently announced changes in the sales policies of steel 
pipe producers. The study, which presents the group's ob- 
jections to the withdrawal of functional discounts and 
other changes in the producers’ sales policies, has been 
distributed to seven leading steel pipe manufacturers. 

eke 


Union Asbestos & Rubber Co. has just announced the sale 
of its Heating Division to Batavia Kritzer, Inc., of 
Batavia, Ill. Edward E. Hokin, president of Unarco, said 
the sale does not affect the firm's Cooling Division. 

eee 


The formation of an association representing the 
entire swimming pool industry was announced last month. 
The group, which has not yet selected an official name, 
will hold a national organizing convention in Chicago on 


Wednesday, June 27. Those interested should contact Morris 
B. Rotman, Harshe-Rotman, Inc., 8 South Dearborn, Chicago. 








Domestic ENGINEERING, June 1956 J 











it costs no more to get 


these EXTRAS © 







a 
STRONGER — higher tensile strength, no 
sand holes. ) DRY 


TAPER TAPPED — all pipe threads ta- 
pered to ensure leak-proof joints in every SEAL 


installation. . : ~ Tia THREADS 


PROTECTED — galvanized fittings zinc 


plated after fabrication for maximum pro- 
tection of all surfaces, including threads. 






CARTONED — for extra convenience in 
handling, eliminates damage and inven- 
tory loss. 


ALL CAPITOL FITTINGS MEET FEDERAL 
SPECIFICATIONS FORGED STEEL 


SOLID SQUARE HEAD PLUGS 
Sizes: 1” through 2”, Solid 
Hex Head Plugs - '/g” through 2” 











~ 250= UNIONS —. hie. 
‘ SEAMLESS AND = qq, SEAMLESS 
-— FORGED STEEL — AND FORGED 
HEX BUSHINGS ot STEEL CAPS 








Your Capitol 
Wholesaler 


also stocks... 
i 
WELL SUPPLIES CAPadapters REDUCING INSULATING 


COUPLINGS NIPPLES 
and Forged Steel High Pressure Fittings COUPLINGS UNIONS 


PRODUCERS of QUALITY STEEL FITTINGS for more than 30 YEARS | 
g | i 0 [ 
L 2 YW 


Eigse one 














IE RONNIE SoD je 


ped 


iio 


The office-lobby at Travelers’ Lodge is strikingly 
modern in every respect. Streamline copper tubes 
have been cleverly used as fireplace hearth sup- 
ports. 


Tite handsome 


heating and 
with 


Year-acround comfort is the 
keynote here and Streamline 
copper tube and fittings help 
maintain it. 
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new motel is assured trouble-free plumbing, 
air conditioning for years to come 


Streamline» copper tube and fittings 


The photograph of the service room below illustrates the extensive use of Mueller Bross 


Co. Streamline copper tube and solder type fittings, for both the heating plant and hot 


water supply. All connections and leads on the refrigeration unit, which is housed in 


© separate room (left), are also Streamline. In all, there are over 2,000 feet of copper 
tubing in the building and all lines are carried in a special underground ‘plumbing tunnel” 
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Amazing NO-SWET Toilet Tank Valve 
7-1 Geel tite €m al, kao Vee a 
WITH THIS HANDY KIT 


Install in Basement or 
Under Tank. 


PREVENTS TOILET TANK SWEATING 
BEFORE IT CAN START! 
NO-SWET Valve stops toilet tank dripping before it can 
start by regulating water temperature of toilet tank. It 
prevents toilet tank condensation and eliminates need for 
drip trays, chenille covers, etc. A special installation kit 
affords quick, easy installation. 


NO-SWET is an all brass valve with bronze spring checks. 
Adjustments are located under the hot and cold water 
valve caps. Only a screwdriver needed to regulate tem- 
perature of mixed water to that of room. 


The NO-SWET Valve mounts and operates in any posi- 
tion. NO extra shut-off valves are needed. Double spring 
check prevents by-passing of hot water into cold water line 
when toilet is not being flushed. Write today for infor- 
mation on K-5015-1 NO-SWET VALVES. 


See us in Booth 1138. 
National Plumbing and 
Heating Exposition. 





Mixing valve adjusts tank water to room 
temperature. 


Adjustable check valves on both Hot and 
Cold water. 


Easily adjusted or shut off, without shut- 
ting off service. 


® Uses little hot water. 


For installation in basement Specify — Cat. 
No. K-5015-1 Brass Valve. 


For Exposed installation under closet tank — 
Specify — Cat. No. K-5015-2 Satin Chrome 
Plated. 


& 
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UPRIGHT SUMP PUMP 


K-7002-2 


we y 
CONCEALED DECK FAUCET W/SPRAY 
K-4160-1 


eccceseoocoe 
SUBMERSIBLE SUMP PUMP | MILWAUKEE MIXING VALVE LAVATORY 4” CENTER 
K-7004-2 K-3861-2 K-4009-1 





4 





MILWAUKEE FAUCETS, INC. 





rye 


EXPOSED DECK FAUCET W/SPRAY 
K-4172-1 


4 
, . 
sy 


WALL MOUNT TUB FILLER 
K-2058-2 


eoccces =P 


SINK STRAINER 
K-4150-2 





Write for 
illustrated catalog 
of the complete 
Milwaukee Faucets line. 
Ask for catalog DE-3 


301 E. RESERVOIR AVE. 
MILWAUKEE 12, WISCONSIN 
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Portable tool catalog. Eight- 
page catalog illustrates portable 
saws, boring bits and plumber- 
and-fitter sets for plumbing, heat- 
ing and sheet metal applications. 
Provides illustrations, prices and 
sizes. Inside cover shows tool op- 
eration. 

Available from: Price & Rutz- 
beck, 22150 Meekland Ave., Hay- 
ward, Calif. 


Valve catalog. Discusses mag- 
netic and motorized valves for use 
with air, water, gas, steam, oil and 
refrigerants. Contains illustrations 
of models and describes features 
and applications. Presents specifi- 


MAGNETIC 


AnD 


MOTORIZED 


TOS Fe CETED, GAN NITEM Fre Owe SESBIORRENTE 


MERCOID CORPORATION 
aor een + CARO 41. SURO 


cation charts, sizes and capacities. 
Twenty pages, plus four-page in- 
sert listing prices. 

Available from: The Mercoid 
Corp., 4201 Belmont Ave., Chicago. 


Electric tool catalog. Describes 
the line of electric tools and pic- 
tures them in use. Gives speci- 
fications and lists attachments 
accessories and replacement parts. 
Indexed for insertion in three-ring 
binder. Two colors, 44 pages. 

Available from: Thor Power Tool 
Co., 175 N. State St., Aurora, III. 


Refrigeration manual. Revised 
manual discusses new develop- 
ments in installing, operating and 
servicing refrigeration systems. In- 
cludes revised data on such topics 
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as calculating Freon-22 piping 
sizes, condenser fouling factors, 
and pipe hanging and insulation. 
Describes selection, installation and 
servicing of compressors, evapora- 
tors and other components. Con- 
trols for refrigeration equipment 
also covered. Also contains tables 
explaining operation of thermostat- 
ic expansion valves. Consists of 
24 chapters, 133 pages. 

Available from: The Trane Co., 
La Crosse, Wis. 


Pump packaging bulletin. Pre- 
sents new packaging plan for 
firm’s line of end-suction pumps 
and describes 22 pump models. 
Contains selection charts and in- 
cludes head-capacity performance 
graphs for each model described. 
Six pages, two colors and _illus- 
trated. 

Available from: Peerless Pump 
Div., Food Machinery and Chemi- 
cal Corp., 301 W. Ave. 26, Los 
Angeles 31. 


Brass fittings catalog. Newly re- 
vised catalog illustrates and de- 
scribes the company’s line of brass 
fittings for plumbing, refrigeration 
and air conditioning applications. 


Subdivided for easy reference, it 
covers a number of new items and 
a large range of types and sizes. 
Available from: Span Brass Mfg. 
Co., Wilmot St., Ostego, Mich. 


Water cooler bulletin. Six-page 
bulletin illustrates and describes 
remote-type water coolers for 








Temprite 


various types of applications. Con- 
tains features, specifications capa- 
city charts, models and cutaway 
drawings showing construction de- 
sign. Accessories are included. 

Available from: Temprite Prod- 
ucts Corp., E. Maple Rd., Birming- 
ham, Mich. 


Centrifugal pump bulletin. De- 
scribes double suction, single-stage 
centrifugal pumps for handling 
liquids of low viscosity. Contains 
cross section drawings and con- 
struction details for standard sizes 
of pumps up to 10-in. discharge. 
Eight pages, two colors. 

Available from: C. H. Wheeler 
Mfg. Co., Lehigh Ave. & 19th St., 
Philadelphia 32. 

(Pléase turn to top of page 201) 


Booklet Discusses Air Control in Schools 





Ventilation system _ bulletin. 
Twelve-page, two-color bulletin 


discusses heating, ventilating and 
cooling system for schools and pub- 
lic buildings. Gives selection, ca- 
pacity and dimensional data, and 
illustrates typical installations. 
Describes features of unit, showing 
operational procedures. Drawings, 
charts and tables are included. 
Available from: C. A. Dunham 
Co., 400 W. Madison St.. Chicago 6. 


New Sales Aids 
Introduced by 
Industry... p. 197 
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ES theinnsiode 
THE CHART THAT BEATS 


... THE OVERHEAD! 


% Featuring Temco’s Ceramic-Clad* heat exchanger 
with 10-year written warranty. 


* Perfect for slab foundation homes, upstairs rooms, 
all heating “problem spots”! 


% Requires no floor space; fits into wall between 
standard 16” studding ! 


* Available in single and dual wall models. 


* A.G.A. Approved; Guaranteed by Good 
Housekeeping. 


Turn to TEMCO 


FOR THE BEST AND BEST-SELLING 
AUTOMATIC GAS WALL HEATERS! 





EATER SALES 


























Guaranteed by 
Good Housekeeping 


£0745 apyearsen WES 
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Do! 


The Heart That Beats All 
Competition! 


TENMCO’s 


HEAT EXCHANGER 


with written 


10 YEAR WARRANTY 








The heart of any heating unit is the heat ex- 
changer. 

That’s why, when Temco first laid plans to 
move into the Central Heating field, a major 
segment of its research staff was given this 
assignment: study the heat exchangers in Similar to the finish used for jet aircraft 
units now on the market, find out how they can combustion chambers! 
be improved, give us something new, different, 
and better—so much better that people can 
tell the difference instantly. 

Out of this scientific project came Temco’s 
new, exclusive Ceramic-Clad—the “lifetime” Pius these outstanding features... 
porcelain enamel finish that is impervious to 
rust and will never burn out. All Temco Lo- 
Boys, Hi-Boys, Gravity Furnaces and Counter- * Silent operation. 
Flo Furnaces are finished in Ceramic-Clad ! 


% Pioneered by Temco! 





%* Capable of withstanding temperatures far 
higher than the furnace will ever reach! 


% Temco’s exclusive Uni-Port Burne:. 


* Trade Mark Registration Pending 







Temco, Inc., Department B-836 
¥ : a rt OC P x Nashville 9, Tenn. 
6 , INC. ae 


Please send me catalog and full details on Temco’s 
NASHVILLE 9, TENNESSEE 





[] Automatic Gas Wall Heater 


ry A 
ll Auittomat 


Lie 4p By oP ¢ LY? se Ya Lp # 2 Vea fj 
WAS (VERMHAG POCMAMA fe 0 We /VAUOAL 
ut / j 





A “ Name 
oe - = ioaciah r g 
| ——J Pr a a Firm Name 
; 4 Y ay SS L J — +] R Address 
“THE COMPLETE LINE OF GAS HEATING EQUIPMENT” City Zone. State 


e@e@eeveeveeeoeveeeeeeeeeeeeeene 


ROOM HEATERS + FLOOR FURNACES + WALL HEATERS » UNIT HEATERS 
WARM AIR FURNACES AND AIR CONDITIONING 


eeereereveeveeseeveeeeeeeeeeeeeeeeee 
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Monch tailpiece 


. 4 the KEENEY Branch Tailpiece in stock. 
electric dishwasher through 


existing sink trap 


The next time you install an electric 
dishwasher adjacent to a sink, simplify te 49 po * 8” 
the job by using the new KEENEY so Wa™ x 10 
Branch Tailpiece. Install tailpiece in 

usual manner and connect the %4” 

branch to drain connection of dish- 

washer by means of copper tubing or 

rubber hose. Eliminates making con- 


nection through floor and installing trap (ix) THE KEENEY MANUFACTURING CC 


PART NO, SIZES 


47 wa" x 4” 
48 Tn" x 6” 


Provides an easy way to drain é : . See your wholesaler . . . he should have 
* 





in basement. The sink trap serves both : 
sink and dishwasher! Available in satin \\cunb f/ Newington, Connecticut 
nickel or rough brass finish. — 
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QUALIFIED GUARANTEE 


A GUARANTEE IN WRITING 


fC es 


AAWNDALE 


\Llombing Product 


CHICAGO 








UNQUALIFIED 
GUARANTEE 


Becouse we ore completely confident thot the quality 
of our products justifies it we provide on UNQUALIFIED 
GUARANTEE on all Lowndale Plumbing-Ware ogoinst manv- 
foctuting defects, chipping, damoge by workmen, other domage 
up fo the time of original label removol FULL CREDIT WILL BE Al- 
LOWED — NO QUESTIONS ASKED —s0 long as this originol foctory 
applied lobel is still in place. This guarantee provides the plumber and con- 
tractor with complete protection against loss from domage for the first time in 
the history of the steel plumbing fixture industry 


OE $s. 
PENTIO WN U.S.A XYZ 000000 








J SS > 
NSN _ 
| | 


Every mW Taler- Um elie lualoliave mm olaerele (ona ol-t-1e-Mr-lamelaleliar-1ii-locela'm-lelsli(-leMt-lel-1m diismeMecleli-t(-tecto Mal iiils\:famm Olona lel@c-lulel aml e 


LAWNDALE ENAMELING COMPANY 


1137 WEST 14TH STREET, CHICAGO 8, ILLINOIS 
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COMPLETELY PACKAGED 


Sp1-Roi-Fin |) 
BOILER-BURNER 


Gory Crown Monet 


with the EXTENDED JACKET 


Net Water Rating- 600 Sq. Ft. 
Featuring: 


e QUALITY CONSTRUCTION 

e LIGHT WEIGHT - EASY HANDLING 
e EASY INSTALLATION 

e HIGH OUTPUT AND EFFICIENCY 

e ALL-COPPER TANKLESS COIL 

e COMPACT DESIGN 


saenve Canill * COMPONENTS ASSEMBLED AND PRE- 





WIRED 

Our products are designed COMPLETE PACKAGE INCLUDES: 

and built to comply with the requirements of the ASME BOILER THERALTINETER 

Code and are authorized to bear the appropriate symbols. COMBUSTION CHAMBER THERMOSTAT 
INSULATION PRESSURE RELIEF VALVE 
JACKET semded STACK CONTROL 

"Easy-to-Carry" packaging. (Flush or Extended) TRIPLE ACTING AQUASTAT 
/ Si Sei O1L BURNER FLOW CONTROL VALVE 

ALL-COPPER TANKLESS COIL FLOW REGULATOR 
CIRCULATOR 


This is made possible by the design of the unit itself and 
the method of packaging. All crates are equipped with 


two heavy steel safety carrying handles (see photograph Get on the band-wagon now 
inset). They are bolted to the crate itself and also to two k li b th 
heavy duty steel straps, which pass under the full length — ask your supplier about the new 


of the crate. These handles make it possible for two men SPI- ROL-FIN Boiler-Burner which 
to pick-up, carry and place the complete unit where ever . when combined with 


desired. No dollies, skid block and tackl ded. 
esire © dollies, skids or block and tackle are neede SP1-ROL- FIN‘s Basel rd Radiation 


3] & X¢ LU s! vE will make your next installation — 


© EASIER 


© FASTER 








© MORE PROFITABLE TO YOU 


write, wire or phone for complete information! 




















COMPLETE Canadian Distributor od 40) i, ee) ite) 7 -Vile), | 
PACKAGE T. L. Livingston & Sons, Ltd. 133 GREENWOOD AVENUE * PEQUANNOCK, NEW JERSEY 
ONLY 73 Main Street, East ! ae z 
Hamilton, Ontario oe 
380 LB. 


‘The next time--use a complete Spi-Rol-Fin Heating System. 
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the Way : 


THE 16 AND 26 SERIES 


ARE ESPECIALLY ADAPTED 
FOR INSTITUTIONAL USE 











for Your 
SCHOOL, 


HOSPITAL AND 
INSTITUTIONAL JOBS 










Fig. 1126 
Angle Type pas 
Also 1226 
Globe 


THIS MARSH SPECIAL HEAVY FLAT DISC RISING STEM RADIATOR VALVE 


... and others in the 16 and 26 series are widely recognized as being especially desirable 
for Hospitals, Schools, Veteran’s Hospitals and similar Institutions. These valves are 
characterized by heavy construction; swivel disc holder; upper seal permitting repacking 
under pressure; large packing chamber; jewett type packing rings; gland follower; packing 
nut; bakelite wheel and finished trim. For V. A. Hospitals these valves can be furnished 
with special countersunk handles with tamper-proof hex head screws when specified. 


Convector and Radiator Gate Valves 


You'll find the answer to all your water and steam valve 
1 Heavy Duty Brass Globe and Angle Valves with 


requirements in the MARSH of Dunkirk Line. In addition Cammectiin Wire 
to the 16 and 26 series shown on this page the MARSH Union Ells and Union Straightway Couplings 


Line includes: ; ’ 
Packless Steam Radiator Valves, Cone Dise Remember, every heating job you install deserves the best 
Packless Hot Water Radiator Valves, Metal Disc _ . that’s why we say specify MARSH of DUNKIRK 
Sleeve Type Control and Balancing Valves : . % ; 


Low Pressure Steam Radiator Valves Valves all the way! 


ars 


ANGLE | 


Fig. 1126 









valves 


MARSH VALVE COMPANY 
PLANT & GENERAL OFFICES: DUNKIRK, N.Y. 


23 


GLOBE 
Fig. 1105 


ANGLE 
Fig. 1116 GP. ff 
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Calif. Producers Seek to Uphold Levy on 
Soil Pipe Imports to Prevent ‘Dumping’ 


Wasuincton, D. C.—The Cast 
Iron Soil Pipe Foundation has filed 
a motion in the United States Dis- 
trict Court for the District of Co- 
lumbia seeking the privilege of in- 
tervening as a defendant in the suit 
recently instituted by importers of 
foreign soil pipe. The Foundation 
is a non-profit corporation com- 
posed of California producers of 
cast iron soil pipe. 

In the suit, the importers are 
attacking the constitutionality of 
the Anti-Dumping Act of 1921 as 
well as the decision of the United 
States Tariff Commission last Fall 
which held that the importation of 
cast iron soil pipe from the United 
Kingdom was injuring, or was like- 
ly to injure, the domestic industry. 
(See D. E., December, p. 97.) 

The defendants named by the 
importers are the Secretary of the 
Treasury and the United States 
Tariff Commission. 

The motion to intervene was filed 
in behalf of the Foundation by Al- 
bert A. Carretta of the Washington, 


PHIB Moves Date of 


D. C., law firm of Carretta and 


Counihan, who also represented 


| the Foundation in the proceeding 


Annual Meeting Forward | 


Cxuicaco—The date of the annual 
meeting of the Plumbing and Heat- 


ing Industries Bureau has been | 


changed to October 3, 1956, it has 


been announced by John Ewald, | 


president. Originally scheduled for 
Thursday, October 4, the annual 


sting i ; P . 
meeting will be held in the Palmer | major seals of the plumbing and heating industry at recent annual convention 


House, Chicago, on Wednesday 
afternoon in order to provide more 
time for discussion of Bureau ac- 
tivities, Ewald said. 


54 


before the Tariff Commission. 

Carretta warned that because of 
the concerted efforts being made 
by importers of foreign goods to 
nullify the decision of the Tariff 
Commission in the soil pipe case, 
“American industries must be on 
their guard especially if the par- 
ticular industry is also subject to 
this ‘dumping’ practice.” 

In its motion, the Foundation 
states it is vitally concerned with 


the proper administration of the 
finding of the Secretary of the 
Treasury which ruled that a special 
duty would be levied on cast iron 
soil pipe imported from the United 
Kingdom and sold in the United 
(Please turn to bottom of page 56) 


C.A. Dunham, Bush 
Plan Consolidation 


Cuicaco—Directors of C. A. Dun- 
ham Co., Chicago, and Bush Mfg. 
Co., West Hartford, Conn., have 
jointly announced plans to consoli- 
date the two firms into a new 
corporation to be known as Dun- 
ham-Bush, Inc. Upon completion 
of certain preliminary steps, the 
plan will be submitted for approval 
to stockholders of the companies. 

Under terms of the proposed 
program, H. S. Marshall, president 
of Dunham, will become chairman 
of the board, and Cecil Boling, presi- 
dent and treasurer of Bush, will 
become president and treasurer of 
the new company. 

Dunham is a manufacturer of 
steam and hot water heating equip- 
ment and specialties and Bush 
produces refrigeration and air con- 
ditioning products. 


A ‘Royal Flush’ in Heating... 





Eugene P. Allen, manager of Crane Co. heating sales, is shown holding five 


of Associated Plumbing and Heating Contractors of Montana. The labels (left 
to right) are those of the Steel Boiler Institute, the American Gas Assn., A.S.- 
M.E. Code, Institute of Boiler and Radiator Manufacturers, and (top) the 
| National Assn. of Plumbing Contractors. (For meeting details, see next page.) 
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Architects & Engineers: Welton Becket & Associates © General Contractor: Del E. Webb Construction Co. © Plumbing Contractor: Scott Co. © Plumbing Wholesaler: Grinnell Co. of the Pacific 





In the Sumptuous BEVERLY HILTON 


BEVERLY HILLS, CALIFORNIA 


THERMOSTATIC CONTROLS 
Regulate Temperature of Swimming Pool, 
Showers, Shampoos and Water Heaters 
With its new world standards for hotel luxury, service and hospitality, 
the Beverly Hilton has provided its guests with the ultimate in com- 
fort and safety in its Powers thermostatically controlled showers, 
shampoos and swimming pool. 
More Powers to You when you want controls of superior quality that 
give years of dependable performance. Benefit from Powers more 
than 60 years of experience in temperature control. Call our nearest 
office or write us direct for aid in selecting the right type of control 


for your requirements. 
(c47) 


THE POWERS REGULATOR COMPANY 


SKOKIE, ILLINOIS | Offices in chief cities in U.S.A., Canada and Mexico 





Over 60 years of Automatic Temperature and Humidity Control 


5 of the 8 Powers 
Controlled 
Water Heaters 


Heat Exchanger, left, sup- 
plies properly tempered 
water to swimming pool. ° 


Water Storage Heaters, 


right, are also controlled 
by Powers No. 11 Self 
Operating Temperature 


Regulators. 





No need to dip your toe in this king size 
pool to test its temperature. Just dive 
right in and enjoy its filtered, comfort- 
able water. It’s thermostatically controle 
led by Powers. 





Safe, Comfortable Showers, 450 of them 
in the hotel and colorful pool side ca- 
banas, are thermostatically regulated by 
Powers. There is no danger of scalding 
or unexpected shots of cold water. 








No Danger of Scalding in the Barber Shop 
Shampoos. They’re safetyized by Powers. 
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News .. + continued 





John Wood Buys Anchor Post’s Heat 
Div.; to Market Complete Heating Line 


CONSHOHOCKEN, Pa.—John Wood 


Co., Heater & Tank Div., has an- | 


nounced it soon will market a com- 
plete line of both gas and oil-fired 
furnaces plus a new summer air 
conditioner as the result of its re- 
cent purchase of ::1e Fluid Heat Div. 
of Anchor Post Products, Inc., Bal- 
timore. The line of heating and air 
conditioning products will supple- 
ment the firm’s present equipment 
which consists of water heaters 
among other products. 

J. B. Balmer, president of John 
Wood, reports the transaction in- 
volves upwards of $1 million and 
covers the Fluid Heat Division’s 


Heating, Appliance 
Sales Set Records; 


Gas Boilers Up 38% 


New York City—Shipments of 
gas-fired central heating and water 
heating equipment during the first 
quarter of the year are continuing 
to show substantial gains over rec- 
ord-breaking 1955, it has been an- 
nounced by the Gas Appliance 
Manufacturers Assn. 

Gas boilers scored a 37.9 percent 
gain in the first three months, to- 
taling 17,100 units. March ship- 
ments were up 36 percent over the 
same month last year. 

Warm air furnace 
were up 11 percent for the quarter 
with 168,900 units shipped. A 12.5 
percent increase was reported for 


March. Quarterly shipments of wa- | 


ter heaters totaled 744,300 units, a 
six percent increase. A record 263,- 
200 units were shipped in March. 


Uphold Soil Pipe Levy... 


(Continued from page 54) 
States at less than foreign market 
value. The motion also states the 
provisions of the Anti-Dumping 
Act are in every respect consistent 
with the Constitution of the U. S. 





shipments 





| inventory, in both Baltimore and 


in Red Oak, Ia. The firm plans to 
move machinery and equipment 
from Baltimore to one of its plants 
here, Balmer said, while continuing 
to maintain the Iowa facilities to 
serve the western market. 


| 





Lawton Joins Nat’] Board 
for Settlement of Disputes 


New York City—Frank C. Law- 
ton has been appointed a member 
of the National Joint Board for Set- 
tlement of Jurisdictional Disputes 
in the building and construction 
industry. Lawton, a partner in the 
mechanical contracting firm of 
Lawton & Kelly, Paterson, N. J., 
will represent the Heating, Piping 
and Air Conditioning Contractors 
National Assn. and the NAPC. 


State Associations Hold Annual 
Conventions; Elect Officers for °56 


Cuicaco—A major topic of busi- 
ness at a number of recent state 
contractor association conventions 
was the election of officers for the 
coming year. At the Massachusetts 
State Assn. of Master Plumbers’ 
73rd annual convention in Boston, 
Edward M. Bailey of Springfield 
was elected president. (Other offi- 
cers of the group are pictured and 
identified in the caption below.) 
At the meeting, James S. Binder, 


chairman of the NAPC public rela- | 


tions committee, outlined the role 
the association is playing in the 
nationwide program. 

The plumbing and heating indus- 
try’s contribution to the comfort 
and good health of the American 
people was discussed at the annual 
convention of the Associated 





Plumbing and Heating Contractors 
of Montana in Butte. Eugene P. 
Allen, manager of Crane Co. heat- 
ing sales, Chicago, outlined the im- 
portant part played by various in- 
dustry groups in this role. 

Another Crane _ representative, 
William J. Barsch spoke at the an- 
nual convention of the Associated 
Plumbing, Heating and Piping 
Contractors of New Mexico in 
Santa Fe. Barsch emphasized the 
need for contractors to convince 
the homeowner of the value of an 
efficient heating system. 

At the 67th annual convention of 


| the Iowa Assn. of Plumbing Con- 
| tractors, G. H. McGee of Ottumwa 


was reelected president. In his ac- 
ceptance speech, McGee advised 
(Please turn to center of page 58) 





Edward M. Bailey, center, elected president of the Massachusetts State Assn. of 
Master Plumbers, is shown accepting gavel from retiring president John J. 
Crane at recent convention. Other officers are (from left to right) William 
Lynch, of Worcester, vice president, John H. Hurst, of Brockton, secretary, 
and Robert F. Trohom, of Chestnut Hill, treasurer. 
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Bushing Countersunk Plug 


ANVIL BRAND 
FITTINGS 








Coupling 









During installation, Anvil Brand Steel Fittings sell 
themselves to the piping contractor for his next job. 
During service, they keep selling his customers. 

Here are the reasons: Clean threads, accurately tapped 
for low or high pressure jobs, assure easy, trouble-free 
piping assembly — without delays. Full mechanical 
strength and properly aligned sealing surfaces provide 
service life free of costly maintenance. 

Anvil Brand Fittings, including couplings, plugs, bush- 
ings, and recently introduced nipples, are available 
from stock, cartoned and labeled for easy handling and 
identification. They are sold by leading distributors. 
There are Anvil Brand Representatives in principal 
cities. Anvil Brand Couplings are also manufactured 
in Canada by Canadian Coupling and Fittings, Ltd., 
Simcoe, Ontario. 

























Square Head Piug 






sell after they’re sold 














This can’t be true. Remember that 
a coupling, to warrant recondition- 


ts ing, must have something wrong 
ac with it. It may be rusted. It may 


Retapping over existing threads en- 
larges thread size, causing leakage 


Are reconditioned and reducing mechanical strength. yy y 
couplings ever as Purchase and use of reconditioned After rethreading. New threading (solid line) 
couplings is clearly false economy. ling to reduce mechanical strength. 


“good as new”? 
When such a coupling is installed, a 
pled rate the buyer is told that re- | leaky joint is the almost certain 
conditioned couplings retain enough | result. You can cut off old pipe and 
of their original strength and di-| rethread it successfully, but the 








successfully. 








WAA/ 


have been drawn up too tight so Enlarged view of threads in typical used 


a 
that the threads no longer engage coupling. Note rusted, scarred surfaces, out- 
a i properly , of-gage alignment. 





enlarges thread size, cuts into body of coup- 
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old coupling. mechanical strength. 












News . . . continued 








John B. Vessa of Denver (seated, center) was elected president of the Colorado 
Assn. of Plumbing Contractors at the association’s 59th annual convention. 
Other officers, all reelected, are (seated at left) C. H. Baker of Delta, secretary- 
treasurer, and (at right) J. Robert Bernzen of Boulder, vice president. Standing 
(left to right) are William F. O’Neil of Lamar, sergeant-at-arms, and Myron 
McGinley, executive secretary. The convention was held in Denver recently. 


State Assns. Hold Annual Conventions... 


| clair was elected president. Other 


(Continued from center of page 56) 
members to warn their customers 
of the dangers of do-it-yourself 
plumbing. “We can_ encourage 
people to do their own minor jobs,” 
McGee said, “but only to the point 
where it does not endanger lives.” 
(For complete report see p. 92.) 

The Colorado Assn. of Plumbing 


Contractors reelected John B. Ves- | 


sa of Denver as president at the 
group’s 59th annual convention. 
At the 55th annual convention of 
the New Jersey Assn. of Plumbing 
and Heating Contractors in Atlan- 
tic City, J. Calvin Lang of Mont- 


ASHAE Committee 
to Study Nuclear 
Energy Advances 


New York City—A nuclear en- 
ergy engineering committee has 
been formed by the American So- 
ciety of Heating and Air Condition- 
ing Engineers to keep abreast of 
developments in nuclear energy af- 
fecting the heating and air condi- 
tioning industry, reports John W. 
James, ASHAE president. 
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officers are Joseph Rich, Atlantic 
City, first vice president; John J. 
Kelly, Riverside, second vice presi- 
dent; William Robertshaw, Mont- | 
clair, secretary, and Anthony Or- | 
recchio, Guttenberg, treasurer. 





Urges Industry 
Establish Unified 


_A-C Rating Cade 


PittspurGH—Consumers are be- 


| coming increasingly confused about 


the cost of central cooling because 
of the lack of a unified system of 
rating air conditioning products, 
states Bruce D. Henderson, vice 
president of Westinghouse Electric 
Corp.’s Air Conditioning Division. 
At a recent meeting of distributors 
and dealers in New York City, 
Henderson pointed out that some 
air conditioning products carry 
published performance ratings al- 
most 59 percent higher than they 
are capable of producing. 

“This is a direct result of the 
common industry habit of using the 


| terms ‘compressor horsepower’ and 


‘ton of cooling capacity’ inter- 
changeably. In air-cooled units, 
nothing could be further from the 
truth,” he said. 

Henderson explained that when 
a manufacturer converts a proper- 
ly-rated water-cooled air condi- 
tioner to one using an air-cooled 
condenser, and the condensing 
pressure of the air-cooled condi- 
tioner is increased, this may re- 
sult in a drop in actual capacity. 

Since horsepower ratings fail to 
give an accurate measure of the 

(Please turn to top of page 60) 





Elected officers of the Iowa Assn. of Plumbing Contractors at the group’s 67th 
convention in Des Moines are (left to right) G. H. McGee of Ottumwa, reelected 


president; Carl W. Pray of Fort Dodge, 


| Davenport, secretary, and William C. 
p 


vice president; Lawrence J. Foley of 
Robinson of Des Moines, treasurer. 
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You are if you are a Frigidaire Full-Home Conditioning dealer—because you want 
to capitalize on this second selling surge into the “air conditioned future.” If you 
aren’t a Frigidaire dealer, ready for the year-round opportunities of this immense 
profit potential—if you want full information in time to share in the future that 
begins July 8, 1956—phone your nearest Frigidaire Sales 


Corporation Office or Distributor, or write FRIGIDAIRE 
DIVISION, General Motors Corporation, Dayton 1, Ohio. 


GENUINE 


fal¥) vatues 
GM 


FRIGIDAIRE Ga Condition 


FRIGIDAIRE DISTRIBUTORS 


FRIGIDAIRE SALES CORPORATION OFFICES 
are located in these cities... 


ATLANTA, Georgia 
BALTIMORE, Maryland 
BIRMINGHAM, Alacbama 
BOSTON, Massachusetts 
BUFFALO, New York 
CHICAGO, Illinois 
CLEVELAND, Ohio 
DAYTON, Ohio 
DENVER, Colorado 
DETROIT, Michigan 
FORT WORTH, Texas 
KANSAS CITY, Missouri 


LOS ANGELES, California 
MILWAUKEE, Wisconsin 
MINNEAPOLIS, Minnesota 
NEW ORLEANS, Lovisiana 
NEW YORK, New York 
OAKLAND, California 
OKLAHOMA CITY, Okiahoma 
PHILADELPHIA, Pennsylvania 
PITTSBURGH, Pennsylvania 
ROANOKE, Virginia 

ST. LOUIS, Missouri 
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are located in these cities . . . 


EL PASO, Texas 
W. G. Walz Co. 


HAGERSTOWN, Maryland 
Potomac Edison Co. 


HOUSTON, Texas 
Cox and Blackburn, Inc. 


INDIANAPOLIS, Indiana 
Refrigerating Equipment Co. 


LOUISVILLE, Kentucky 
Smith Distributing Co. 


MEMPHIS, Tennessee 
McGregor’s Inc. 


MIAMI, Florida 
Domestic Refrigeration Co., Inc. 


OMAHA, Nebraska 
Major Appliance Co. 


PORTLAND, Oregon 
Sunset Electric Co 


ROCHESTER, New York 
Chapin-Owen Co., Inc. 


SALT LAKE CITY, Utah 
W. H. Bintz Co. 


SAN ANTONIO, Texas 
Strous-Frank Co. 


SEATTLE, Washington 
Sunset Electric Co. 


SIOUX CITY, lowa 
D. K. Baxter Co. 


SPOKANE, Washington 
Sunset Electric Co. 


SYRACUSE, New York 
Onondage Supply Co., Inc. 


TAMPA, Fiorida 
Byars-Forgy, Inc. 


WICHITA, Kansas 
$. A. Long Co., Inc. 





News . . - continued 


Morrill Serves as U. S. 








B. Allen Rowland, assistant to Secretary of Commerce, (center) is shown con- 


Employer Delegate to 
Internat’l Labor Org. 


WasHIncTon, D. C.—Robert T. 
Morrill, president of R. T. Morrill, 
Inc., Beloit, Wis., recently served 
as one of the two United States 
employer delegates to the fifth ses- 
sion of the Building, Civil Engi- 
neering and Public Works Com- 
mittee of the International Labor 
Organization. The committee ses- 
sion was held May 14-26 in Gene- 
va, Switzerland. 

In a joint statement made by the 
Chamber of Commerce of the 
United States and the National 
Assn. of Manufacturers, it was dis- 
closed that in addition to Morrill, 
who is president of the National 
Assn. of Plumbing Contractors, 


gratulating Robert T. Morrill, president of the NAPC, upon his appointment as | 
one of the U.S. employer delegates to the recent session of the Building, Civil 
Engineering and Public Works committee of the International Labor Organiza- 
tion. William G. Van Meter, of the labor relations department in charge of I.L.O., 


the United States delegation con- 
sisted of two delegates each for 


' government and labor and another 








U. S. Chamber of Commerce, is at right. The session was held May 14-26. 


Eljer to Build $2.5 Million Fixtures 


Plant; Expansions Continue Record Pace 


PirtssurGH—The Murray Corp. 
of America has announced plans 
to expand the manufacturing facili- 
ties of its Eljer Div. plant in Salem, 


employer representative. 

At the session, Morrill presented 
the U. S. employers’ viewpoint on 
the subject, “National Housing 
Programs and Full Employment.” 


imately $11 million has been allo- of a $6 million west coast plant for 


' cated for new construction, addi- producing air conditioning equip- 


O., to provide for increased produc- | 


tion of cast iron plumbing fixtures. 
Byron C. Gould, president, said 
the new $2.5 million building will 
add 130,000 sq ft of space. He 
indicated the stepped-up activities 
at Salem would be complemented 
by production increases at the 
firm’s other plants. 

A $19 million expansion program 


for the Evansville Div. of Whirl- | 
pool-Seeger Corp. will add 90,000 


sq ft to the existing 962,000 sq ft 


plant acquired last year from In- | 
ternational Harvester Co. Approx- | 


A-C Rating Code... 


(Continued from page 58) 
cooling capacity of air-cooled, cen- 
tral type air conditioners, Hender- 
son said, representaitves of the air 
conditioning industry should join 


forces to establish and enforce the | 


proper rating of products. He sug- | 


gested that a certification system 
be worked out similar to the Amer- 
ican Gas Assn. ratings. 
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tional machinery and equipment ment, furnaces and water heaters 
and rearrangement of production will begin this year, Lyle C. Har- 
facilities. In addition to the plant vey, senior vice president, has an- 
extensions, the program includes nounced. Located at Puente, Calif., 
$8 million for retooling the firm’s the half-million sq ft plant will be 
refrigerators and freezers. completed sometime next year. 
Construction by Carrier Corp. (Please turn to top of page 62) 


LLCOME | 





Shown presenting representative Charles W. Byrum the National Sales Execu- 
tive Club’s “Oscar” for distinguished salesmanship is Ralph L. Dennis, manager, 
oil heating supplies division, Boston Machine Works Co. Among those attending 
| the ceremonies, held in recognition of Byrum raising his 1955 sales by 103 per- 
| cent over 1954, were (left to right) speaker Professor W. Stewart; Dennis; Bill 
Cleary, member of the local branch of the national sales club, and Byrum and 
his wife. R. H. Illingworth, president, Boston Machine Works Co., is at right. 
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300,000 new septic tanks a year is BIG 


business! 


This book will help you get your share! 


The U.S. Public Health Service 
estimates that over 300,000 new 
septic tanks will be built this year! 
Are you getting your share of this 
profitable business? 

One of the best ways is to know 
how to solve every installation 
problem of soil elevation, grad- 
ing, layout and materials. 

Bermico’s brand new, authori- 
tative manual, ““How and Where 
to Install a Septic Tank System,” 


cy olorete Mel Miattiolil-balols Moab ial 


BERMICO 


for house to septic tank or sewer 
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will give you, as a Bermico dealer, 
this valuable information. The 
first of its kind, it is fully illus- 
trated with detailed diagrams and 
sketches, plus easy-to-follow in- 
structions. It includes sections on: 
Choosing the Best Location — 
Establishing the Proper Grade— 
Determining Size—Building the 
Tank—Laying Out Disposal Fields. 

Send for this valuable new 
pocket-size manual today. You'll 


And BERMISEPTIC 


for septic tank disposal fields 


use it constantly. This 50¢ booklet 
costs you nothing with the coupon 
below. Just fill out and mail. 
Please be sure to give the exact 
nature of your business. Brown 
Company, Boston, Mass. 


Brown Company, Dept. AB-6 

Sales Offices: 150 Causeway St., 

Boston 14, Mass. 

Send me FREE copy of your 50¢ book- 

let, “How and Where To Install a | 
ptic Tank System.” 


Zone____ State. 


| 
| 
po 
{ 


eel anliaiia aes anc rl 


61 

















News . .. continued 





Amenican- 


MIR CONDITIONING OivIS108 


Edward Eddy, advertising and sales promotion manager, Amstan Supply Div., 
American-Standard, is shown outlining intensive air conditioning promotion 
campaign being conducted by the firm in the Cleveland market at a recent 
meeting of 75 local heating and air conditioning contractors. 


Amstan Supply Div. 


Rallies Cleveland 


Dealers for Big Cooling Sales Push 


CLEVELAND—An intensive promo- 
tion campaign for American- 
Standard summer air conditioning 
equipment was unveiled recently 
to local contractors by Amstan 
Supply Division’s Cleveland air 
conditioning branch. At a special 
kick-off meeting attended by 75 
heating and air conditioning con- 
tractors, Lyle 
manager, outlined to dealers the 
merchandising support being of- 
fered to them through the special- 
ized air conditioning distributor 
organization. 

In outlining the different phases 
of the campaign, Edward Eddy, 
national advertising and sales pro- 
motion manager, said participating 
dealers would receive a complete 


Crane Reports Record 
First Quarter Sales 
Cuicaco—Crane Co. sales for the 
first quarter of 1956 were $79,221,- 
000, 16 percent above the same 
period in 1955, reports Frank F. El- 
liott, president. Elliott attributed 
the gain to a new factory sales 
service division at Chicago, the 
firm’s diversification into the titani- 
um field and to increased consumer 
demand for bathroom fixtures. 


dealer identification and promotion 
package including a personalized 
direct mail campaign. 

“Under this new program,” 
Eddy said, “the firm will provide 
dealers lighted outdoor and indoor 
signs, booklets, folders and window 


banners promoting air conditioning | 
| sales.” Dealers also will be featured 
Groff, Cleveland | 


on spot commercials over two local 
radio stations, he added. 





Expansions... 
(Continued from page 60) 

The Barnes Mfg. Co. has an- 
nounced a $500,000 program to ex- 
pand production facilities for its 
pumps and water systems in Mans- 
field, O. The new plant is expected 
to increase production 75 percent. 

Production of vitreous. china 
products was reported to have be- 
gun last month at Humphryes Mfg. 
Co.’s new $2.5 million pottery in 
Mansfield, O. The first kiln at the 
pottery was lighted at recent open 
house ceremonies. 


PFMA Compiles 
Plumbing Industry 
Film Catalog 


Wasuincton, D.C.—A new cata- 
log of over 100 currently available 
motion pictures and slidefilms 
about the plumbing industry has 
been compiled by the Plumbing 
Fixture Manufacturers Assn. The 
films cover such subjects as manu- 
facturing processes of plumbing 
equipment and pipe, water and 
sanitation and kitchen designs. 

A full description of each film is 
provided, including subject matter, 
source and running time and 
whether the film is color or slide. 

Inquiries should be directed to 


_Plumbing Fixture Manufacturers 


Assn., 1145 19th St., N.W., Wash- 
ington, D.C. 


Six Manufacturers Announce Promotions 


in Key Sales and Executive Positions 


Cuicaco—Six more manufactur- 


ers in the plumbing and heating in- | 
dustry have announced changes | 


and promotions in top sales and ex- 


ecutive posts during the past month. | 


The Heil Co. has announced two | 
promotions in its heating and cool- | 


ing division. John S. Huber has 


| been named sales manager of the 


division and Frederick R. Zwanzig | 


becomes field training director. 


Trane Co. has elected Allen C. | 
| Co. has appointed Edward J. Schell 
| sales manager. Schell will manage 
| sales for the complete line of kitch- 
; en ware, including the firms newly 


Menke vice president of air condi- 
tioning sales. (For other Trane 
promotions see Names in _ the 


News.) Tube Turns Div. of Na- 


tional Cylinder Gas. Co. has elect- | 


ed John G. Seiler president to suc- 
ceed George O. Boomer, who has 
retired from active management. 
Boomer will continue as chairman 
of the executive committee of the 
parent company. 

L. S. Maehling has been pro- 
moted to sales manager of heating 
and cooling products by the Rich- 
mond Plumbing Div., Rheem Mfg. 
Company. 

Federal Enameling and Stamping 


(Please turn to top of page 204) 
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two-stage unit 








THE 
WEBSTER 


oo 


REVOLUTIONARY NEW FUEL-UNIT 





New filtering principle 
-No clogging-No cleaning 


Interchangeable with any fuel-unit 
now on the market-— without 
big -l') -)E-tt-Jiil-met- iit ail-li mail - lil: (4 












e models — sin 





. ; t . “ 7) 
Two separa lications an "04 
s ya p . a 
for —, : two-stage _ he, 7d ay ™ the « Xi 
.elf-priming nie By, te 4) Ake © <5 ij. 
hea . lications- tro “he, th, er. 
for lift apP Fon re” arm,” ty, ag 
“on, Pre - a ii, Ne, t te, 99 
in “id, “St, “On. 369. 
May ° ‘ fo rn S 
& n ‘Ne . "id, , “ap, 
ick Conversto Me pet 
utc ‘ne to “tion . 
Change from sport onds ¥ 
° -vstem in 
ewo-pipe parma” parts. Get all the details on this amazing new unit! 
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Write for Bulletin A9AT 


WEBSTER ELECTRIC 


MANUFACTURERS OF FUEL-UNITS, IGNITION TRANSFORMERS AND DELAYTROLS 






RACINE 
WISCONSIN 
















t! 
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A MODERN 


ECONOMY CHAMP 


that puts extra money in your pocket 
year in and year out! 











Here’s one big reason why you save with 
Chevy... ydra-Matic. And this advanced 
automatic transmission makes hauling 
smoother and easier than ever before. 
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They’re the champs of the lightweight class, these 
new Chevy Pickups, Panels and light-duty Stakes— 
and that means unsurpassed economy as well as 
power and performance! 

Consider, for example, the economy aspects of 
Chevrolet Hydra- Matic transmission.* This modern 
automatic transmission not only gives you the ease 
of no-shift hauling ... it also saves you mainte- 
nance money because the hydraulic coupling protects 
universal joints, rear axle gears and shafts, rear 
tires and engine parts from shock loads. 

And the advanced heavy-duty 3-speed** and 4- 
speed *** transmissions provided in new Chevrolet 
light-duty models are moneysavers; too! Their extra- 
rugged construction is added assurance of dependable 
operation that keeps costs down. 

You'll find there are many such reasons why these 
new Chevy models are the economy champs! If 
you're out to save money, see your Chevrolet dealer 
soon. . . . Chevrolet Division of General Motors, 
Detroit 2, Michigan. 

*Optional at extra cost in Series 3000 models. 
**Qptional at extra cost in all Series 3000 models. 


*** Std. in Series 3800 models, extra cost option 
in other Series 3000 models. 


NEW CHEVROLET 
TASK:-FORCE TRUCKS 


Anything less is an old-fashioned truck ! 























ce 


HOW TO SELECT) 


FOR ANY REQUIREMENT... | 


* 





A simple definition of a floor drain is ‘‘a device 
set in the floor for carrying off waste water"’. 


Yet the selection of even a simple floor drain "| ADJUSTABLE STRAINER or TOP See No. 1, 2, 
can be a difficult problem because of the 39 
particular conditions er requirements that are : 
precmnt: For onempte — wn the waste water -) INTEGRAL TRAP See No. 1, 5, 
contain quantities of sediment, chemicals or 
oils? Will traffic over the drain be heavy or 6, 11 
light? Is there a danger of backflow? 

BACKWATER VALVE See No. 3, 5, 6 
All these conditions and many more influence : 
the type of drain to be selected for the par- a Can be ‘tore 
ticular location. One method that is helpful | FLASHING CLAMP DEVICE on Numbers 
in determining the proper type of floor drain ], 2, 33 0 
is to use a check-list of drain features such 8,9, 10, 11 
as is shown at the right. This list shows the 
great variety of features available in Josam [| TRACTOR GRATE See No. 
drains and illustrates those features in the 
drains on the next page. |_| SEDIMENT BUCKET See No. 


A far easier, quicker and more accurate me- 
thed of selecting the drains is to call your 
Josam representative. Out of his years of |_| CLEANOUT 
specialized experience, out of his personal 
knowledge of the hundreds of floor drains in 


the Josam line, he can quickly recommend | NON-CLOG TRIPLE DRAINAGE See No. 
the drain that will have exactly the right fea- 

tures for your needs, because Josam makes OUTLETS See No. 
a floor drain for every need. 

Why not take advantage of this service when |_| MATERIALS AND FINISHES See No. 
it costs you nothing . . . why take less than 

the best when the best costs no more? Call (| SPECIAL REQUIREMENT See No. 


Josam for all your plumbing drainage needs 
— and you'll get your job done right! 





JOSAM MANUFACTURING COMPANY 


WP ses000 General Offices and Manufacturing Division * MICHIGAN CITY, IND. 


SLs REPRESENTATIVES IN PRINCIPAL CITIES 
West Coast Distributor: Cenadian Manufacturers 
JOSAM PACIFIC CO. JOSAM CANADA LIMITED eS 
Sen Frencisco, Cal. Toronto, Canada om 
a 
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FLOOR DRAINS 


IN ANY TYPE OF BUILDING... 


Josam Series No. 200 
Floor Drain with integral 
drum-type ‘‘P’’ trap and 
adjustable strainer. 


Josam Series No. 300-35C 
Floor Drain with polished 
brass non-clog adjustable 
strainer. 


Josam Series No. 380-J 4 Josam Series No. 610 


Floor Drain with adjust- 
able strainer and Back- 
water Control. 


Floor Drain with deep set 
tractor grate for locations 
subject to heavy trucking. 





Josam Series No. 860-V 
Floor Drain with brass 
back water valve cauiked 
into trap and floor 


Josam Series No. 810-V 
combined Floor Drain and 
trap with ball type back- 
water valve and internal 


Josam Series No. 5040 Floor 
Drain with rectangular hinged 
grate, removable slotted 


8 Josam Series No. 5440 
Non-Clog Triple Drainage 
Floor Drain, removable 
perforated sediment buck- 
et with auxiliary drain- 





cleanout. brass cleanout. 


sediment bucket. 


age rim. 





Josam Series No. 3610 
Leveleze Floor Drain with Josam Series No. 5250 
adjustable collar to per- Floor Drain with bolted 
mit raising or lowering top section, removable 
grate to meet finished sediment bucket and 
floor level. heavy duty grate. 








Josam Series No. 6800 Floor 
Drain with funnel shaped seal, 
sediment bucket and floor clean- 
out, for intercepting oils, gaso- 
line and other volatile liquids. 


Josam Series No. 0370 
Drain for draining excess 
water and slush at en- 
trance of revolving doors 








13 MATERIALS AND FINISHES. Drain bodies are regularly fur- 

nished in cast iron lacquer finish unless otherwise described 
but can be furnished galvanized or malleable iron, brass or 
everdur with polished brass, chromeplate, everdur or white 
metal top. 


14 


OUTLETS. Drains shown above with bottom outlets can also 
be furnished with side outlet. Bottom outlets available fe- 
male threaded or inside caulk. Side outlets furnished threaded, 
hub or spigot. 


For each of the many basic drain designs in the Josam line, there 


are scores of variations 


on the particular requirement. 


These are all clearly illustrated and described in the Josam Catalog 


“K” or Manual “SK” 


— the accepted authorities in the field. 


These are invaluable reference guides on all plumbing drainage 
problems. Send coupon if you do not have a copy of Josam 


Catalog “K" or Manual “SK”. 
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JOSAM MAUFACTURING COMPANY 
Dept. DE * Michigan City, Indiana 


Please send free copy of Catalog ‘“‘K" [_] 
Manual “‘SK" | 


Name Profession 

Firm 

Address 

City Zone State 

















Kitchen Sink Line 

A line of stainless steel kitchen 
sinks with either single or double 
bowls has been introduced by Fed- 
eral Enameling and Stamping. The 
single bow] sink measures 24 by 21- 





in. and features a 20% by 14%-in. 
howl that is 7% in. deep. The 32 by 
21-in. double bowl] sink has twin 
14 12 by 15 by 714-in. deep bowls. 
The mirror finished sinks feature a 
built-in splash ledge and sound- 
deadening undercoating, 
Manufacturer: Federal Enamel- 
ing and Stamping Co., P.O. Box 
626, McKees Rocks, Pittsburgh 30. 


Remote Room A-C Units 

Four remote type room air con- 
ditioner models which provide 
year-’round air conditioning with 
chilled or heated water from a re- 
mote source have been added to 
its line by Young Radiator. The 
units permit individual room tem- 





perature control in office, apart- 
ment, hospital and school buildings. 
The four models—free standing, 
concealed floor type, concealed 
horizontal type and horizontal cabi- 
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net type—are available in %, 1 and 
14%4-ton cooling capacities and 
from 10,480 to 59,600 Btu heating 
capacities. Each unit may be man- 
ually or thermostatically controlled 
to cool, dehumidify, heat, clean and 
circulate air. A manually operated 
damper (optional) controls the 
amount of outside air brought in 
by the unit. A four-speed concealed 
switch provides blower motor con- 
trol. Other features include perma- 
nent aluminum filter, glass fibre 
insulation and easy accessibility for 
servicing. 

Manufacturer: Young Radiator 
Co., 709 S. Marquette St., Racine, 
Wis. 


Baseboard Diffuser 

A baseboard diffuser for warm 
air heating systems has been in- 
troduced by Kritzer. The unit is 





available in 2 and 4-ft lengths with 
damper optional. The damper, op- 
erated by a lever control, acts as 
a balancing and shut-off blade. The 
diffusers can be extended by re- 
moving knock-outs in the ends, 
which are then bolted together 
after snapping off the front covers. 
Scorings in the bottom permit fit- 
ting to the supply boot. The base- 
board diffusers feature sheet steel 
construction, and are die-formed. 
Manufacturer: Kritzer Radiant 
Coils, 2901 Lawrence Ave., Chicago, 


25. 


Centrifugal Pump Series 

A series of centrifugal pumps 
with 144 and % hp capacities has 
been introduced by Taco Heaters. 
The pump features a jet type single 





phase motor, two-place mechanical 
self-adjusting seals and closed type 
balanced impellers. The unit pro- 
vides a choice of four discharge 
positions and incorporates a heavy 
stamped steel base. 

Manufacturer: Taco Heaters, 
Inc., 1160 Cranston., Cranston, R. I. 


Water Closet 
American-Standard has intro - 
duced a _ posture-designed water 
closet with a built-in cleansing 
spray feature to permit greater per- 





sonal cleanliness. Depressing a 
separate handle at the rear of the 
toilet releases water from a section 
of the compartmented tank, pro- 
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viding the cleansing spray action. 
The fixture is constructed of vitre- 
ous china and available in a choice 
of seven colors and white. 

Manufacturer: Plumbing and 
Heating Div., American Radiator 
and Standard Sanitary Corp., Pitts- 
burgh 30. 


Water System 

Tait Mfg. has developed a water 
system with 400 gph capacity for 
wells up to 25 ft deep. The unit is 
offered as a package system with a 
13 or 30-gal. horizontal tank or as 
a pump only. The piston-type sys- 





tem employs four valves, an all- 
bronze valve plate, and a large air 
chamber. The body is mounted on 
a large deck. Other features in- 
clude an automatic pressure switch, 
a stainless steel piston rod, seamless 
brass cylinder liner and a drop- 
forged steel crankshaft with heavy 
bearing. A 144 hp motor powers the 
unit. 

Manufacturer: Tait Mfg. Co., 500 
N. Webster St., Dayton 1, O. 


Unit Heaters 

A line of down-blow and hori- 
zental-blow unit heaters for steam 
or hot water installations have been 
announced by Warren Webster. The 
units are available in 34 models 
with capacities from 34,000 to 684,- 
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000 Btu. The heaters feature a 
draw-through design with rectan- 
gular wrap-around heating ele- 
ments. The elements are copper 
tubing construction with extended 





corrugated aluminum, plated-type 
fins. Male pipe connections extend 
from square steel headers on oppo- 
site sides of the down-blow model 
to permit installation close to the 
ceiling. The motor can be removed 
through the fan outlet from below 
without disturbing the installation. 
The units have heavy gauge furni- 
ture steel casings with balsed ham- 
mered finish. A variety of air de- 
flectors are available. 
Manufacturer: Warren Webster 
& Co., 1659 Federal, Camden, N. J. 





Heating System Manifold 
Econo Products has announced a 
line of manifolds for hot water, 
baseboard and panel heating sys- 
tems. The straight-in-line model 
(see lower illustration) in 1 and 
114-in. sizes is available with from 
four to eight outlets in 3s, % or %4 
in. sizes. Special manifolds with 
two or three outlets (see upper il- 
lustration) for baseboard heating 





installations are offered in 1 and 

1%4-in. sizes with %4-in. outlets. 

When equipped with optional bal- 
(Please turn to top of page 70) 


Mt. Hawley Develops Boiler-Burner Package 





A series of compact gas or oil- 
fired boiler-burners has been de- 


veloped by Mt. Hawley Mfg. Three 
models are available, all under 50 
in. in height, and requiring less 
than 6 sq ft of floor space. The 
units produce 66,600; 78,600, and 
98,200 Btu, and are offered either 
as boiler-burner units only, or as 
complete boiler-burner packages. 
Features include a curved crown 
sheet which provides a_ protected 
mud ring, an expanded combustion 
chamber and dry base construction. 
The five layers of insulation employ 
vermiculite, circulating air and re- 
flective surfaces. 

Manufacturer: Mt. Hawley Mfg. 
Co., Peoria 4, II. 
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(Continued from page 69) 
ancing valves, the manifold facili- 
tates regulating and balancing of 
the heating system. 

Manufacturer: Econo Products, 
Co., Div. of Viking Instruments, 
Inc., East Haddam, Conn. 


Water Mixer 

A water mixer for blending hot 
and cold water to produce 140F has 
been announced by Bell and Gos- 
sett. The forged brass unit has 14- 
in. ips tappings and features a solid 
type thermostatic expansion ele- 
ment. The mixer can be installed 





on direct or indirect fired water 
heaters and is engineered to permit 
two different water temperatures 
from a single heater. The unit is 
not adjustable in the field. 

Manufacturer: Bell & Gossett 
Co., 8200 N. Austin Ave., Morton 
Grove, IIl. 


Bathroom Accessories 

A packaged set of triple-plated 
chrome bathroom accessories has 
been introduced by Gerity-Michi- 
gan. The five-piece set contains 18 
and 24-in. square towel bars, a 
paper holder with telescoping 
wooden roll, a combination tooth- 


brush and tumbler holder and a 
soap dish. The set features out-of- 
sight mounting screws. 


— 
> S> 


Manufacturer: Gerity-Michigan 


Corp., Adrian, Mich. 


Folder and Brake Line 

Niagara Machine and Tool has 
restyled several models of its fold- 
ers and brakes to meet a wide range 
of sheet metal folding requirements. 
Bar folders 21 through 42 in. wide 
feature clamping and folding with 
one motion, adjustable gauge and 
jaw for different width folds in 
various thicknesses of material, and 
self-contained spiral spring coun- 
terbalance. The 36-in. working 
length foot brake features a gauge 
for locating a bend which may be 





attached to the front or rear of the 
machine, and adjustable stops lo- 
cated on the slide to regulate angle 


M-H Designs Flame Detector for Burner Control 





Minneapolis-Honeywell has an- 
nounced two electronic flame de- 
tector relays for oil, gas or dual fuel 
burner control. The units feature 
sensitive electronic flame detection, 
a wide choice of control sequences 
and timings and a special safe-start 
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component check. One model uses 
two-flame rectification circuits for 
use with either flame rod or stand- 
ard photocell or both. The other 
model features a lead sulphide pho- 
tocell sensing unit for both gas and 
oil flames. In addition it also uses 
a separate flame rectification circuit 
for proving the pilot with a flame 
rod. These units feature the firm’s 
safe-start component check system 
to double-check the electronic cir- 
cuitry after every power failure, 
designed so each step is proved 
before sequence can continue. 

Manufacturer: Minneapolis-Hon- 
eywell Regulator Co., 2753 Fourth 
Ave., S., Minneapolis. 


ef bend. A combination folder and 
brake (see cut) is available in two 
models with 30 or 42-in. working 
lengths. The unit features a front 
gauge for wide folds. An adjustable 
clamping bar clamps blades up to 
2 in. thick and a folding bar is ad- 
justable for sharp folds or rounded 
bends. Units may be air actuated. 

Manufacturer: Niagara Machine 
and Tool Works, 683 Northland 
Ave., Buffalo 11, N. Y. 


Clamp-Dowr Frame 

A stainless steel clamp-down 
frame for use with built-in gas and 
electric burner plates and ranges 
has been introduced by Selck Co. 
The frame employs bolts (see cut) 
that draw it down and push up on 
the burner plate or range and cabi- 





net edge, forming a tight seal. 
Manufacturer: Walter E. Selck 
and Co., 225 W. Hubbard St., Chi- 


cago 10. 


Room Air Conditioner 
Carrier has introduced a room 
air conditioner designed for high 
capacity operation. The window- 
mounted unit is available in 4, %4 
1 and 1%4-hp capacities. The unit 
features mar-resistant grilles and a 
heavy gauge steel cabinet bonder- 
ized with a rustproof paint base and 
with two baked coatings of an al- 
kyd base finish. Other features in- 
clude adjustable louvers, large 
cooling coil, an isolated circulation 
fan chamber with insulated walls, 
po 





a cooling section blanketed with 
inch-thick glass wool and a con- 
denser coil with aluminum fins and 
copper tubing. 
Manufacturer: Carrier Corp., 300 
S. Geddes St., Syracuse, N. Y. 
(Please turn to top of page 74) 
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She bought 41,197,349 in Five Years! | 














But! didNittle, if anything to modernize : | 
“her heating and hot water-supply 


Housewivés-need_more hot water to servé these 41,197,349 
new appliances. 
You can give them this extra hot water and modernize 

BETTER HEATING their heating systems at the same time! 


We can help you get your share of modernization. Write 
for our plan — costs you nothing. 





BETTER WiTH TACO 
TACO HEATERS, INCORPORATED + 1160 CRANSTON STREET * CRANSTON 9, R. |. i 


Domestic ENGINEERING, JUNE 1956 71 5 




















> aALasama 


Birmingham Noland Compony, Inc 

Dothon Alobomo Machinery & Supply Co. 

Mobile May Supply 

Montgomery Alobomo Machinery & Supply Co. 
Nolond Compo: Ine. 

Selmo Selma Foundry m4 Machine Co. 


” ARKANSAS 


Little Rock N. O. Nelson Co. 

= ARIZONA 

Phoenix Western Supply Compony 
Tucson Arizona Hordwore 


“— CALIFORNIA 


Emeryville Tholer Pipe & Supply Compony 
May wood M. E. Gray Compo 

Redding Gerlinger Stee! & Supply Co. 

Son Diego Gould Hardware & Machinery Co. 


Son Francisco ee Kroll & Company, Inc. 
S. Pell & Company, Ltd. 


@® cororavo 
Denver Hendrie & Bolthoff Compony 
Pueblo N. O. Nelson 


— cONNECTICUT 


Bridgeport Lewin Inc 

The Wellington-Kincaid Co. 
Donbury Winfield S. Holman, Inc 

The Nutmeg P emg 4 Supply Co. 
Greenwich Futty & Compony, Inc 
Hortford The Callahan Compony 

Losher Supply Co., tr 


The Plimpton & Hills Corperation 











New Britoin New Britain PI ymbing Supply Co 

New Hoven The C. S$ Mersick & Compony 

New london Hansen Supply Co 

Norwolk County Supply, Inc 

Nor wich he An Supply Compony 

Putnam 9 Supply. Inc 

Stomford necticut Plumbing Supply Co. 
Glauber, Inc 

Woterbury M. J. Doly & Sons, Inc. 


DISTRICT OF COLUMBIA 


Washington Thos. Somerville Compony 


> FLORIDA 


Fort Louderdole Duncon-Edword Compony 
Jacksonville Forquhor Machinery Co. 
Nolond Compony, Inc 
Railey-Milom, Inc 
Hughes Supply Inc 


dustrial Supply Co. 





Tompo Nolond Company, Inc 

“> GEORGIA 

Albony Georgie Hardware & S veply Co. 
Atlante e Co 





Noland Compony, Ine 
Richmond Supply Co 





Columbus Columbus Plumbing, Heating & 


leGronge Industrial Suppliers, Ine 
Macor Morbut Compony 
Noland Compony, Inc 
Taylor tron Works & Supply Ce. 


Nolond Company 





Bottey Mochinery sg 
Voldosto Morbut Co 
Whiteheod 1 oo Co. 
® Iwano 
Boise Idaho Industria! Supply Co. 


> WuNos 

Bloomington Wilkins Bloomington 

Chicago Chicago Tube & Iron Company 
Jomes B. Clow & $ 
Greot Lakes 5 Supply Corporation 


Fred C. Krov 
Miller Supe com 
Denville Inlon pely Conon 
DuQvoin a whore Supp’ 
Peoria Wilkins Pipe & Supply Comp: 
Rock Islond American Rad. & Std. Sonitary Corp. 
Rockford D & F Supply Compony 


“— INDIANA 

Anderson Moy Supply Compony 

Plumbers Supply Corporat 

The Nationa! Mill Supply a 
Plumbers Supply Corporatio 





The South Bend Supply Conan 


Terre Hovte Mechanical Suppliers, Inc 
—™ IOWA 
Cedor Rapids Cedor Rapids area a Supply Ce. 
Des Moines A. Y. MeDoneld M 
Plumb Supply Co 
Dubvave A. Y. McDonald Mfg. Co. 
Marshalltown Glick Supply ey 
Sieus City Wigman Compo 
Woterloo Winterbottom Soely Co. 


@® Kansas 


Wichita Phillip & Easton Supply Ce. 
> Kentucky 

Hopkinsville Coyce Mill Supply Compeny 
leningten Plumbers Supply Cempony 
Lovisviile Belknop Hdwe. & Mfg. Co 


Neill-LoVielle Supply Company 
Plumbers Supply Company 


@ Louisiana 


Monroe Murco, Ine 
New Orleons Edgor en Senoty Co. 
Shreveport Monsco Sup 
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JENKINS VALVES 


and get help in cost reduction from supply specialists 


As a Jenkins Valve Distributor, each of 
the suppliers listed here has proved his ability 
to select, and provide for his customers, 
products of exceptional quality and per- 
formance. You can rely on this sound judg- 
ment when you purchase any of the piping 


“— MAINE 
Bon: R. B. Dunning & Co. 
Portland W. L. Bloke & Co. 


“) MARYLAND 


Annepolis Thos. Somerville Compony 
Baltimore The Taylor Supply Company 
Cumberlond Tri-State Mine & Mill Supply Co., Inc. 


Hagerstown Foltz Manufacturing & Supply Co. 


“oP MASSACHUSETTS 


Attleboro Reardon & Lynch Company, Inc. 
Boston Atlantic Pipe & Supply Co., Inc. 
Conley Supply wane Inc. 





Brockton 
Combridge 
Foll River 
Gordner 
Holyoke 
nnis 
lowrence 
lowell 
lynn 
New Bedford m 
Peabody Boyle Machine & Suppl: 
Jeflerson ap ww Spor Ine. 
field Berk shire Mill Su 
th Boston Charles D. Sheoh: in, 
oe 2 Chorles Millor & Son Co, 
° corner Supply Inc. 
Worcester Washburn- Gorkeld Co. 
" MICHIGAN 
Bottle Creek Kendollt Mordwore Mill & Supply Co. 
Benton Horbeor “ng cy Supply Co. 
Detroit The Coon DeVisser Company 


Flint AP Engelhort & Co. 
Grond Rapids _. Hoyden Supply Co. 
Iron Mountain Wittock Supply Co. 


Jockson The Smith Winchester 

Kalomoroe Kendol! Hordwore Me i & Supply Co. 
lensing ate Michigon sve 

Muskegon R. Fisher 

Soginaw Reichle Senply Co. 


"MINNESOTA 


Duluth peer ing Supplies Compony 
ply C 


Minneopolis Central Suppl 


oP mississiprt 


Jockson Menger | beewy A & Machine Co, 
N. O. Nelson 

Meridian eae Steom feed W 

Vicksburg O Neill-McNomara - nn Co. 


> missouri 
Cope Girerdeou N. O. Nelson Co. 
Jeflerson City N. ©. Nelson Co. 


Joplin Joplin Supply Co. 
Konsas City Mid-States Supply Co. 
leeves- Wiedemon Company 
No. Konses City Grinnell Compony, 
St. Joseph omer Woter & steor guested Ceo. 
Lovis Donley | ipe & Sup 
N 
Springheld pes a Rhodes sce. 
. MONTANA 
Butte Montano Hordwore Conpeny 
M. & L. Supply Co 
Missoulo Missoulo Merconti e Company 
» NEBRASKA 
Lincoln Western Supply Compony 
Omohe John Doy Rubber & Supply Co. 
Midco Supply Co. 
NEVADA 
Reno — Aeme Supply & Equipment Co., Inc. 


D NEW HAMPSHIRE 


Concord Page Belting C 
eene Perkins, Bassett & Wright, Inc 
Monchester Colonial Supply Corp 


Manchester Supply Compony 
Neshve__ F. W. Webb Company, Inc 


“> NEW JERSEY 


Atlantic City wanton Supply Compony 

yonne ee Supply Ceo. 
Bridgeton hel ny » Corporat 
Comden Fleck Compony 

Corporation 
4. D. Johnson Co., Ine 
Elizabeth Elizabeth Hordwore Compony 
Morrison Williom $. Roe, Inc 
Div. of Charles F. Guyon, Inc 

Irvington Gerweck & Averbocher, Inc. 
Jersey City The ideal Supply Co., Inc. 


New Brunswick  Behrer-Noson Compony, Inc. 


Nework 
John Simmons pany 
Passaic Cermal Engring & Svpply Ce, ne 


ow yo A Tee og ©., Ine 
Poterson Federol Supply Co. 

Paterson Supply & Engineering Co. 
Perth Amboy Madsen & Howell, Inc 
Trenton Py Selling Compony 
Vinelond Endicott Supply Compony 


_— 
onthe 
= 

= 





NEW YORK 
Albon aon Spuck Supply Co., I 
Binghamton Binghomton yee on Seoply Co. 
Chos. Millar & Son 


Buffalo W. A. Cose & Sen iafg., Co. 
Stritt “s Priebe, | 

Elmira Irvin Booth, wd 
veh iy Ine. 

Itheco Hoversticl 

ee Clark oriese Co. 


se & Son Mfg. Co. 
long islond City ee Seonly Shy Inc. 
meee 
layer Malbin Comp on 


Middletown Orange County Plumbi ing Sool Co. 
Mineola Behrer-Nason Compan 
Newburgh W. A. Case & Son Mfg. ce 
W. L. Smith Co 
New York City. Asco Supply Compony, Inc. 
Behrer-Noson Compony 


McElroevy & Houck Co 
N. Y. Plumbers’ Specialties Co., Inc. 
Herbert Reck Supply Corporation 


Simplex Plumbing Supply Co 
Smolka Co 


The Smyth Do: jon Compony 
Standard Plumbing Supply Ce. 
John Wilfert Compony 
Niogoro Foils. W. A. Case & Son ig. Compony 
The Elderfield Corp 
Moverstick & Co., Inc 
Oleon LeVolley Mcleod, Inc 
Port Chester Central Plumbers Supply Co 
Poughkeepsie Interstate Plumbing Supply “ay 
4. D. 


Rochester... W.A Coxe & Son Mfg. Co. 
Hoverstick & Co. 
Somvel in & Co 
Syrocuse____. 


Edward Joy Co 
Utics Chos. Millor & Son Company 
wh Behrer-Noson Company, Inc. 
Neill Supply Co., Inc, 
Glauber, Inc. 
Joseph C. Ryan & Sons, Inc. 





NORTH CAROLINA 


Asheville Hojoco Corporation 
Charlotte Grinnell Company, Inc. 
Hajoca Corporatio: 
Textile Mill Supply Co. 
Walke Company 








Durhom Dillon Supply Co 

N Company, Inc. 
Foyetteville Piedmont Supply Co., Inc. 

Standord Supply Co., Inc. 
Gostonia Gastonia M | aad Co. 
Goldsboro oe Supply 
Greensboro ronk Hockett Suppl 

ing & Equipment , a Corp. 

Hickor mont Supp! Inc. 
High Point jer Machin 
Kinston lond Company, Inc 
Roleigh Dillon Supply Co. 

Noland Compony, Inc. 
Rocky Mount lon n Supply Co. 
Salisbury at mitt Supply Co., Ine. 
Shelby Shelby : Suppl: 
Wilmington mill & iGeeivestare Supply Co. 


Wilson Nolond Company, Inc 
Winston-Solem _ Kester Machinery Co 
Noland Company, Inc. 


ono 
Akron 4 Mohoning Volley Supply Compony 
anton Mahoning Valley Supply Compony 
Chillicothe Grinnell Company, Inc 
Cincinnoti The Murdock Mfg. & Supply Co 
Cleveland American Rod. & Std. Senitory Corp. 
Strong, Corlisle & Hammond Co. 
Columbus The Smith Bros. Hardwore Compony 
Westwater Supply Compeony 
Doyton The Acme Plumbing Supply Co. 
Dills Supply Compon 
Loncoster he Raedel Hordwore Co. 
limo American Rod. & Std. Sanitory Corp 
lorain Americon Rad. & Std. Sanitory Corp. 
Mensfield Conte Plumbing & Heating Sup., inc. 
Hoven je en Supply 
Sen Brohl & Appell! 
Steubenville Indus ae Suppl s Co. 
Toledo The Hord: Cdiinger Co. 
Youngstown Volley Pi *. Supply Co. 
Zonesville Valter Pips & Svpoiy Co. 
OKLAHOMA 


wo pena City ede, Supply Co. 
Supply Compen 
Monhell Supply & a A Co. 





ugene Am: Steel & Supply Co. 
No. Portland Moore _ Kiln 
Portland Harris Supply Gomoony 
Hoseltine & 
Ravennaued tently Co 
Solem Solem Steel & Supply “eo. 


JENKINS VALVES 


BRONZE « IRON * CAST STEEL « STAINLESS STEEL 


products or other industrial supplies he sells. 
Make full use of your Jenkins Distributor’s 
many services. You will save time, simplify 
purchasing, and get able cooperation in cost- 
reduction from supply specialists. Jenkins 
Bros., 100 Park Ave., New York 17. 


"> PENNSYLVANIA 


Allentown 
Bethlehem 
Chester 
Easton 
Sito 


anklin 


Norristow: 
Philodelphia 


Pittsburgh 
Pottsville 
Reading 


Scranton 


Williomsport 
York 


> RHODE 


Providence. 


Woonsocket 
~’ SOUTH 


Charleston 


Clinton 
Columbia 


Greenville 


Sportenburg 


Sumter 


Lehigh Valley Supply Co. 

Hojoce Corporation 

Hojoca ee, 

H Kinsey Com; 

Paloce Hardwore orely © ompony 
Jolley Industrial Supply Co. 
Appleby Bros. & ittoker Co, 
Plumbers Supply Ce., Inc. 

Herr and Company, ine. 





c cineor & 

Firtsborgh ra “Supei Co. 

Reading Fou r& Supply Co. 
Hojoca Corporet 

ag he tester | a o"supely Compony 
alph 

ow Ry “ced rg Supply Co. 


Pittsbur, Co, 
Eastern Feonapivania Sepp Co 

E. Keeler © 

Fulton, Mahring & & Hovser Co., Inc. 
ISLAND 


Allen & Reed nam 
Grinnell Compan: 
Rhode Island eatin t & Ena'ing Ce. 
loonsocket Supply 


CAROLINA 


a Hordwore - 
8. L. Montague Co., 
Nolond Company, “gg 
Industrial Supply Co. 
Columbia = 
Noland Com: 

Poe Hardware & "oosty Co. 
Stewart ly Co. 
Sullivon Nerdwere Co. 
Holl & Compony, Inc. 
Noland Company, Inc. 
B. L. Montague Co., Inc. 


7 TENNESSEE 


Bristol 

Kingsport 

Knoxville 
his 


Noshville 


Mitchell-Powers Hardware Co, 
— & Lupton Supply Co. 


uthern ly Co. 
Greene Hordware & Supply Co. 
Tennessee Mill & Mine Supply Co. 
E. C. Blackstone Co. 





aan » ine. 
A. Case & Son Mfg. Co, 
Noland Company, Inc. 


K & M Supply Compony 
N. O. Nelson Co. 
Zork Hordwore Company 
Well Machinery & Supply 
Corbett A reiag 
N. O. Nelson C 
Supply Div. of tofkin Const. Co. 
E. B. Haye: —— nery Co. 
in 


Sor Antonio moe = Supply Co. 


Texarkana Bubrman-Pharr Hardware Co. 

“> UTAH 

Salt Loke City N. ©. Nelson Co. 
VERMONT 

Burlington The Blodgett Supply Co., Ine, 

Rutland Conney-Pive, 


St. Johnsbury 


Charles Miller’ a Son Co. 


VIRGINIA 


Charlottesvilie 


Newport News 
Norfolk 


Richmond 


Roonoke 


Waynesboro 


Nolond Company, Inc. 
es 0 Corporation 
arker- Jennings Corp. 
Nelond Company, Inc. 
Hajoca Corporation 
The Henry Walke Senpeny 
Hojoca Cor; 
Industrial ‘Seely Corporation 
Noland Compan 
Southern Rettway, Suppl ‘0. 
Graves ag ard were Co., Inc. 
Nolond Com 
prey Supply Sean 





> WASHINGTON 


Seottle 
Spokane 


Tocoma 
Walle Walle 


Northern Commercial Co. 





Dromhel ier Co. 


“> WEST VIRGINIA 


Charleston 
Clarksburg 


w 
Wheeling 


McJunkin Corporation 
Osborn Machinery C 


logon Hardware & Supply Compony 
Donser Hordware & Supply Co. 
Trimble & Lutz Supply Co. 


WISCONSIN 
W. S. Patterson Co. 


Madison 


Monitowec 
Milwovkee 


¢ Supplies, Inc. 
ne 

Williom Cae % al Co, 

. Dengel Co. 
B. Hoffmann Mfg. Co. 

Div. Grinnell Company, Ine. 

Rundle Spence Mfg. Co. 
Nekoosa Fary. & Mchne. Works, Ine. 
Bottis oe 

Optenbere Iron Socks 
Kusel Dairy Equipment Co, 
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. fies Senatty Buliding Compony, Salt Lake City 
' Architech Bank Building and Equipment — G. Knoebel, 
sts . registered architect, St. Lovis, Mo. 
Associate Architect: Slack W. Winburn, Salt Lake City 
General Contractor: Utah Construction Company, Salt Lake City 




















he sells, Heating and Air Conditioning Contractor: Larsen and Company, Salt Lake City 

ributor’s Speng Distributor: N. O. Nelson Company, Salt Lake City 

simplify 

in cost- 

Jenkins 

pony 

a 

‘o. SPANG CW Steel Pipe 

, Ine. handles the complete 
heating and air condi- 
tioning system in the new 

Ce. $3,000,000 First Secu- 


rity Bank Building at Salt 
Lake City, the first major 
building in Utah to use 
“skin-type design” con- 
struction, 





“We know SPANG CW PIPE 
will give top service” 


says Dick Brown, Manager, 
Larsen and Company, Salt Lake City, Utah 


That’s the word from the man who is responsible for installing 
the heating and air conditioning system in the new First Security 
tne Bank Building at Salt Lake City, Utah. Spanc CW Steel Pipe was 
chosen for installation. 

Mr. Brown says, “Our experience with Spanc CW Steel Pipe 
has been very favorable, and we do not hesitate to recommend it. 
It worked out very well in this new building, and we have no 
doubts it will give top service.” 

You'll hear this type of comment about Spanc CW wherever 
you go. Men who have worked with Spanc know from experience 
that it is a top-quality product, uniform in every respect, easy to 
install and will give years of trouble-free service in every type — Gerritt Van Leersum, building maintenance super- 


installation. intendent, explains the heating and air conditioning 


W ) sh i NC’s ‘vecontroled system to Robert E. Gullette, Vice President and 
hy don’t you cash in on Spanc’s careful quality-controlled O° 0" Midihaas al Wick Gveutiy: tibia Cone 


manufacturing? Make your next pipe order Spanc CW Steel Pipe. pany. Top-quality SPANG Pipe serves the installa- 
Let your nearby Spanc Distributor serve you! tion in this 12-story building. 


SPANG-CHALFANT 


DIVISION OF THE NATIONAL SUPPLY COMPANY 
General Soles Office: Two Gateway Center, Pittsburgh, 
Pa. District Sales Offices: Atlanta, Boston, Detroit, Houston, 
Los Angeles, New York, Philadelphia, Pittsburgh, St. Louis 





ny 
ny 
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New Products 





(Continued from page 70) 

Mixing Faucet Line 

Moen Valve has introduced a line 
of single handle mixing faucets for 
kitchen or bathroom applications. 
The kitchen faucets are available 
in deck type (see cut), wall type, 
single mount deck and center-set 
deck mountings. The kitchen and 
lavatory faucets come with either 
4, 6 or 9-in. swing and aerator 
spouts. Special length spouts from 


10 to 18 in., extension handles and 
gooseneck spouts are available. The 
line also includes tub, shower or 





combination shower-tub units. 
Manufacturer: Moen Valve Co., 


6518 Ravenna Ave., Seattle, Wash. 


American-Standard Unveils Six Cooling Units 


American-Standard has added 
six new cooling units and a hori- 
zontal winter air conditioner to its 
line of heating and cooling equip- 
ment. A 5-hp air-cooled condens- 
ing unit designed for outdoor in- 
stallation consists of compressor, 
condenser and pressure control, and 





is available with thermostat pack- 
ages for cooling only or combined 
heating and cooling. A year-’round 
air conditioner for use with the re- 
mote condensing unit provides 2-hp 
cooling with gas-fired heating in 
capacities of 75,000, 100,000, 125,- 
000 and 150,000 Btu input; or 3-hp 
cooling with 100,000, 125,000 and 
150,000 Btu input. A second year- 
’round air conditioner, also for use 
with the remote condenser, pro- 
vides 2-hp cooling with oil-fired 
heating in capacities of 85,000 or 
112,000 Btu/hr at bonnet; or 3-hp 
cooling with either 85,000 or 112,- 
000 Btu/hr at bonnet. 

Both year-’round units (see il- 
lustration above) feature built-in 
change-over dampers (manual or 
motor driven), combined heating- 
cooling thermostat, and slide-out 
evaporator unit which may be pur- 
chased separately if desired. A 
counterflow evaporator unit is de- 
signed for use with the firm’s 2-hp 
or 3-hp remote condenser units. 
Two sizes provide 21,600 and 32,- 
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500 Btu/hr respectively. This unit 
features a slide-out refrigerant cir- 
cuit for easy servicing. The jacket 
may be purchased separately and 
the evaporator coil added later if 
desired. 

A blower-equipped horizontal 
air-flow evaporator unit (below), 
also designed for use with the 2-hp 
or 3-hp remote condensing unit, is 
available in two sizes. These pro- 
vide 21,600 or 32,500 total Btu with 
800 cfm or 1200 cfm blower capac- 
ity respectively. Another horizon- 
tal air-flow evaporator unit is de- 
signed for use with the firm’s re- 
mote condensing units and provides 
21,600 or 32,500 total Btu. The 
jacket may be purchased separately 
and the evaporator coil added later. 
All of these air conditioning units 
include expansion valves with ther- 
mally-aged diaphragm to withstand 
the high temperature maintained 
during the heating season. A hori- 
zontal gas-fired winter ,air condi- 
tioner is available in 85,000, 100,- 





000, 125,000 and 150,000 Btu capac- 
ities. The unit comes completely 
assembled and wired. 
Manufacturer: Air Conditioning 
Div. American Radiator and 
Standard Sanitary Corp., Elyria, O. 


Cut-Off Machine 

Walker Turner has developed a 
cut-off machine for use with a dry- 
cutting abrasive wheel for cutting 
rod, bar or tubing stock. The unit 
also is adaptable to high-speed saw 
blades and conventional wood cut- 
ting blades. The unit is equipped 
with a pneumatic air feed attach- 
ment for repeated production oper- 
ations. This device can be installed 
without electrical connection or 
machining, and can be used with 
either automatic stock feed or hand 
feed. An automatic spray coolant 
system supplies coolant only dur- 
ing cutting. The unit is mounted 
on a cast iron table that is drilled 
so cutting head may be positioned 
at 45 deg. for mitering. The ma- 





chine uses abrasive wheels and saw 
blades up to 12 in. diameter. A 3- 
hp motor powers the unit. 

Manufacturer: Walker-Turner, 
Inc., Plainfield, N. J. 


Refrigerator-Freezer 

A combination _ refrigerator- 
freezer unit with the refrigerator 
compartment located at the top and 
the freezer compartment beneath 
is among five free-standing re- 
frigerators announced by Westing- 
house. The units are available in a 
choice of 50 color combinations with 
basic cabinet colors of white, aqua, 
yellow, gray and pink. The color 
variations are achieved by use of 
panels of vinyl in 10 different col- 
ors. Automatic cycle defrosting, 
cold fruit juice dispenser, and a 
tilt-down crisper are among the re- 
frigerator features. A fan that 
blows cold air over all refriger- 
ator surfaces when the door is 
closed automatically shuts off when 
the door is opened. The freezer 
has a capacity of 83 Ibs and is 
equipped with roll-out baskets and 
ice cube trays and slicer. Other 
models in the new line vary in ca- 
pacities and features, some with 
the color-change feature. 

Manufacturer: Westinghouse 
Major Appliance Div., Mansfield, O. 

(Please turn to top of page 80) 
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When I talk soft water, 
builders know I do a complete plumbing job 


Builders prick up their ears every time I recommend 
we rough in for soft water in their homes. 


They figure I’ve been around. 
You see, it’s this way— 


People are becoming more and more aware of the fact 
that there’s a difference in the kind of water that comes 
through the pipes. I know they’re aware . . . and that 
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Typical plumbing diagram for a water softener with hard-water 
outlet for lawn sprinkling and optional lines for toilet flush boxes. 
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they like soft water. And I make that point. 


The very fact I know about this trend makes an im- 
pression on the builder. 


Actually, I take a personal pride in doing a complete 
plumbing job on every contract I take on. And, in this 
case, I have support. The importance of planning for 
water softening is being advertised—to builders and 


to home owners, too. 


Dow tells America “Call your plumber” 
This year, two-page advertisements in the top building and archi- 
tectural magazines plus LIFE, THE SATURDAY EVENING POST, BETTER 
HOMES AND GARDENS, and LADIES’ HOME JOURNAL will show home 


owners and builders the special advan- 
tages of soft water. Each ad tells the 
reader to “Call your plumber’. THE 
DOW CHEMICAL COMPANY, MIDLAND, MICH. 


“Tren Ree ere ee ror eo ee 
P. S. Water Softener manufacturers using 
DOW EX® high-capacity water softening resin 
make quality equipment which can be identified 
by this label. 


you can depend on DOW 
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ONE SHERMAN POWER DIGGER consist- 
ently averages 16%3 cubic yards of excavation 
an hour for a southwestern plumbing contractor. 
And this figure includes time necessary for 
24 location changes! The Sherman is used, 
primarily, for digging water, gas and electrical 
service lines for new homes. 

Here are some reasons why this plumbing 
contractor gets more production from his 
Sherman: Fast operating cycle; high visibility 
around other utility lines; and top-notch bell- 
hole performance. And the local Ford Tractor 
dealer, having sold so many, is equipped and 
skilled to keep his machine on the job, working 
at peak output without costly downtime. 

See your local Ford Tractor dealer TODAY 


for a demonstration or write for Bulletin No. 1345 


PRODUCTS, INC. 
ROYAL OAK, MICHIGAN 
POWER DIGGERS + FRONT EHD LOADERS + FORE LIFTS 
® 





*Designed, Engineered and Manvfoctured jointly by Sherman Products, 
Inc., Royal Oak, Michigan. Wain-Roy Corporation, Hubbardston, Mass. 
yf " ek nen i. Sire! te Bt, 
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UNITED STATES 
PLUMBING FISTURES 


[VYe)-\am to) ) maa 


EVERY JOB 











UNITED STATES 


U.S. Plumbing Fixtures give you a healthier margin of PLUMBING FIXTURES 
profit so you can sell first-line quality . . . even to price- UH 
conscious prospects. 

But that’s not all! In fresh, modern styling, gleaming acid- 
resistant surfaces, and sturdy durability, U.S. has the quality 
it takes to sell and satisfy your most demanding prospects. why it will 





scies or OU 


UNITED STATES PLUMBING FIXTURE CORP. 
307 NORTH FRONT ST., COLUMBUS 15, OHIO 
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Protect Your Profit Margin 


with (/uZan TRIMLINE Baseboard 
yA AY4 et) | A Vi LOO) NY - OA LO) oe s 





———_ 


TRIMLINE installs FASTER] a 












BW costs tess To INSTALL 
Seansee 4 
It HAS GREATER EYE APPEAL 


IT IS L-B-R RATED FOR EFFICIENCY 


More Contractors Switch 
to TRIMLINE Baseboard 


Yes — more contractors from coast- 
to-coast switched to Vulcan TRIMLINE 
Baseboard in 1955 bécause it was 
easier to install, thereby cutting in- 
stallation costs and protecting their 
profit margin. 

Act now. Get ready to cut your 
costs. Get the complete Vulcan TRIM- 
LINE story. 











Photo shows beauty of TRIMLINE. Cutaway view of TRIMLINE shows 
Neat, attractive TRIMLINE helps rod hanger, bracket, famous Vulcan 
you sell homes faster. element and one-piece back and top. 


LEARN HOW YOU CAN CUT COSTS 
AND PROTECT YOUR PROFIT MARGIN 


Write today for Vulcan's FREE Catalog 54 that tells you how you 


can cut your installation costs-and increase heating efficiency. 


* Originators of Fin-Tube and Baseboard Radiation in America. 





the VULCAN Radiator Co., 775 Capitol Ave., Hartford, Conn. 
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SAFETY RELIEF VALVES 










Improved Diaphragm 
Positive Opening and Closing 


Special Silicone Seat... Can’t Stick 


Valve Shuts Off Tightly 





Low Fall Back . . . Sensitive 
Operation 


ee 


Works Like a Water Relief Valve 
Should, yet has the Capacity for 
High Discharge 























1” Outlet 
Low Cost Protection 
WHERE SAFETY is concerned, only the best is 


good enough. This new high pressure Thrush Relief 
Valve is rated and approved by American Society of 
Mechanical Engineers and the National Board of 
Boiler and Pressure Vessel Inspectors. Being very 
sensitive to pressure differential, it closes quickly to 
prevent excessive loss. of water. Pressure settings 
from 30 lbs. to 125 Ibs. Primarily a water relief 
valve, it serves a dual purpose .. . relieving not 
only water, but steam as well, should critically high 
temperatures occur. The special silicone seat will not 
stick or be adversely affected by extremely high 
temperature. Here’s a safety relief valve you can 
install with confidence. 


%" Inlet 








See your wholesaler for more 
information or write Dept. A-6 


wa. THRUSH 2 company 
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New Products 





(Continued from page 74) 

Kitchen Cabinets 

Toledo Desk and Fixture has 
added two base cabinets to its line. 
One cabinet, 18 in. wide, has a top 
drawer plus three lower drawers 
that are concealed by a full width 
door. The other base cabinet (il- 
lustrated) can be used as a room 
divider or corner cabinet. The 
cabinet has a drawer and door in 
the front and two full width doors 
in the rear. Both models are avail- 
able for right or left-hand corners. 





Manufacturer: Toledo Desk and 
Fixture Co., 1020 Ford Rd., Mau- 
mee, O. 


Baseboard Radiation 

Fedders-Quigan has announced a 
line of baseboard radiation for hot 
water perimeter heating. The base- 
board is fabricated from copper 
tube with aluminum fins spaced 48 
per foot. The fins are corrugated 
and mechanically bonded by man- 
drel expansion. Mounting holes on 
the fins are equipped with flanged 
collars to provide greater contact 
with the tube and firm fit. 





Manufacturer: Fedders-Quigan 
Corp., Box 1690, Trenton 7, N. J. 


Pressure Valve 

A pressure reducing and regulat- 
ing valve for control of air, water, 
oil, steam and most liquids and 
gases has been introduced by Cash 
Co. The 55-in. high by 25-in. 
bronze valve is available with 
bronze or composition seat and dia- 
phragm. It is supplied in %4 and 3% 


80 


in. sizes with screwed ends. The 
valve is designed to operate at inlet 


pressures to 400 psi at 150F and 250 





psi at 400F. Fire spring ranges 
vary from 500 to 300 psi delivery 
pressures. A pressure gauge and 
adjusting screws with square head, 
plastic knob or wing nuts are op- 
tional features. 

Manufacturer: A. W. Cash Co., 
P.O. Box 551, Decatur, IIl. 


Central A-C System 

A packaged central air condition- 
ing system designed to air condi- 
tion homes with up to 1100 sq ft 
area has been developed by Chry- 
sler Airtemp. The packaged system 
is especially designed for attic in- 
stallation and consists of a water- 





less air conditioner with outside 
grille, an automatic thermostat, 
glass fibre ductwork and five in- 
dividual room diffusers. The air 
conditioner measures 291% by 23% 
by 36-11/16-in., weighs 358 Ibs and 
features a factory sealed refrigera- 
tion system. The system incorpo- 
rates a fan switch to permit selec- 
tion of continuous or automatic 
blower operation. The glass fibre 
ductwork is foil covered. 

Manufacturer: Airtemp Div., 
Chrysler Corp., 1600 Webster St., 
Dayton 1, O. 


Lavatory Frames 

R. D. Werner Co. has announced 
a three-sided stainless steel frame 
and stainless steel joiner strip for 
exposed front built-in lavatories. 
The watertight units are designed 
for flush-to-wall or three-sided 


built-in lavatory installations. 
Manufacturer: R. D. Werner Co., 
Inc., 295 Fifth Ave., New York City. 


Water Hydrant 

Baker Mfg. has introduced a 
frostproof yard hydrant designed 
to permit constant water flow at any 
setting. The hydrant employs a 
plunger assembly consisting of reg- 
ular cup leathers and standard seat 
washer. The plunger arrangement 
is designed to eliminate leakage of 
water through the drain hole while 
the unit is in operation. When 
turned off, the assembly drains au- 
tomatically to prevent freezing. The 
unit features a lever cam to control 
water flow, and stand pipe con- 





struction designed to permit with- 
drawal of components without re- 
moving the unit from the ground. 

Manufacturer: Baker Mfg. Co., 
133 Enterprise St., Evansville, Wis. 


Tailgate Loader 

An electric tailgate loader for 14, 
34 and 1-ton pickup trucks has been 
introduced by Ven Corp. The load- 
er is operated by a rain-tight switch 
and has been designed to raise 600 
Ibs in 15 seconds. The unit weighs 
215 lbs and has a 28 by 48 in. plat- 





bronze worm gear with steel worm 
and reversible electric motor with 
built-in motor brake. The rear 
ramp is beveled and the tailgate 
folds flush to the truck. 

Manufacturer: Ven Corp., 2328 
Newell St., Los Angeles 39. 

(Please turn to top of page 130) 
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THE COMMANDER SHALLOW WELL WATER 


AN EXCEPTIONAL 
QUALITY LINE 
on which towmaie.a solid 


Biness 


i 
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a great NEW name i 


WATER SYSTEMS 
WATER SOFTENERS 
DRAINERS 


SYSTEM 


The all-new Commander water appliances represent the 
highest achievement in modern design and engineering. Com- 
mander products are unmatched in performance and carry 
important exclusive features never before available. 


Commander offers a complete line, including pumps, water 
systems, water softeners, and cellar drainers. A solid and 
profitable business can be built on the Commander line alone. 


Dealers for this new high-quality, prestige line will be care- 
fully selected by Commander wholesalers. Those who are 
chosen will have unusual selling advantages and close manu- 
facturer and wholesaler cooperation. This is an opportunity 
worthy of serious and immediate consideration. Write or wire 


today for full details. 





SA-13 METAL SIGN 


28” x 20” for outdoor 
locations—fences, 
sheds, sides of trucks 
ond buildings. 


ORANGEBURG 








Root Hoof PIPE 
) 


Sef USING these 


SA-22 STREAMER, 











4" x 22". Self-adhesive. 
For truck bumpers, 

windows, doors, walls, 
fences, etc. 
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SA-12 DISPLAY CARD 


For use with Orangeburg 
Fittings for counter, 
window or floor. 










SA-14 LEAFLET 


For handouts or mailing to 
Prospects or use 
advantages of Orangeburg Pipe. 





BUY IT HERE 





ORANGEBURG) s11 











PIPE 


SA-2 DECAL, 8’ 
SA-3 DECAL, 6” 


For inside or outside of 
cas beep Bayern 





ion ‘similar | ee Shy 


rs explaining the 


ORANGEBURG 





9 
WINDOW STICKER 


7" x 10” for inside 
of windows or 
glass doors, etc. 


identity 
yoursell as 
the _ocal 


for 


(rangeburg 


Pipe and 
Fittings ? 





ORANGEBURG MANUFACTURING CO., INC., Orangeburg, N. Y. » West Coast Plant: Newark, Calif. 


FILL OUT COUPON AND MAIL 











SPECIFY MATERIAL 





DE-66 
TO ORANGEBURG PLANT SERVING YOU AND QUANTITY YOU WANT 
ee SA-2 SA-14 
Pe Is scisoninnssiniccbhasicaisitcachinitanlaeenssphlesaeneniehaibbk cies aehesosonianenniih SA-3 

SA-19 
MAE ET er Ta CEE EEE TC State........0 SA-12 
We Buy SA-13 SA-22 
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GROTEs 
“carrying the ball” 


for CABINETS 
and FIXTURES 





Grote’s Model 605 
Sliding Door Cabi- 
net leads the parade 
of Grote products 


designed to “dress« 
up” bathroomstyling. 























{ am by Our ad in the Spring issue 
— of “Home Modernizing” 
in t h e magazine shows 450,000 
potential customers how 


ee ae : # r to “dress-up” their bath- 
o m e m  @] ro ve m n rooms with Grote quality 


cabinets and fixtures. 








Promotion: 


*1900tLING 
So.uTioNs 


gpg 









Industry Trade Papers state 
that Home Improvement 


Year should add $1 to $2 bil- HOME ~ teatioand 


lion to the normal quota of 


home improvement work in CONTEST” 
1956. And it can—If all p 
manufacturers of products with Home Modernizing Magazine 


involved in household remodel- and Colgute-Pulmelive’s VEL! 
ing pull their share of the load! 


Grote is making certain that 


its jobbers and dealers reap their The Grote name will appear on 25 


share of increased sales by iv’S GOOD BUSINESS TO STOCK million Vel contest blanks. Dis- 
carrying the ball for bathroom THE GROTE LINE! tributed through all of Vel’s retail 


cabinets and accessories. 


outlets, these blanks along with 
1. HIGHEST QUALITY PRODUCTS!  Vel’s store displays and other na- 


| tional promotion, will add to the 
2. AGGRESSIVE MERCHANDISING! prestige and acceptance of Grote 


products. 


GROTE Manufacturing Co., Inc. 


Bellevue, Kentucky — opposite Cincinnati 





[_] 1 am interested in information on the complete Grote line. 


(] I want more data on the $100,000 Home Modernizing 








Contest. 
modernizi ; 
Address 
GROTE PRODUCTS ARE DISTRIBUTED 
BY LEADING JOBBERS EVERY WHERE! City Zone State 
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AUTOMATIC RESEATING 
Pressure- lemperature 


Rehef Valves 


SCHARGE CAPACITIES 





Commercial and Institutional buildings all need 
a hot water supply system. As indicated by the 
latest requirement standards, these systems need 
TEMPERATURE protection as well as PRES- 
SURE protection, Watts has a Complete Line of 
the finest ASME COMBINATION T & P RE. 
LIEF VALVES or separate ASME PRESSURE 
RELIEF VALVES for the protection of hot water 


supply systems. 


For more detailed description of these products 
and their applications, send for Folder F-140. 








Regulator Company 


LAWRENCE, MASSACHUSETTS. 


-A.P.C. Exposition 
JUNE 11 TO 14— MILWAUKEE 





Oldest and Mest Experienced Manufacturer 


of Automatic Reseating Temperature and Pressure Relief Valves 
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S THE EDITORS SEE IT! __ .... 








Are You Using This Symbol? 


THE ILLUSTRATION below is placed there simply as a reminder. August is 
closer than you think. And right now is the time to be thinking hard about 
Plumbing-Heating-Cooling Month and just what this all-industry remodeling 


promotion means to you. 


roducts 


F-140. 


\ 


It could mean a lot of things. 

It could, for example, lift your business out of the mid-summer doldrums 
and give you the best summer in plumbing, heating and air conditioning you've 
ever had. That’s probably the very leas: it could do. 

At best, it could start you on the road to many years of high-profit remodel- 


ing and modernization business. It could, in fact, change the face of your whole 





business operation. 
You think we’re exaggerating? Well . . . could be, but we don’t think so. 
We, and a lot of other people, are betting that this is going to be one of the big- 


gest things that ever hit the industry. 





And we think you'll want to be in on it. To help you with your planning, 
DoMEsTIC ENGINEERING is presenting in this issue a section on how to prepare 
for the Plumbing-Heating-Cooling Month promotion. On page 104, for example. 
you will find a list of steps that should be taken right now if you expect to get 


the most out of this unprecedented opportunity. 


Also, on page 106, is a case study showing how one entire city, Dayton, O., is 
getting ready for P-H- Month. It could well serve as a blueprint for action by 


the industry and civic groups in your community. END 
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Heres What Plumbing and Heating Contractors 
Will See and Hear at the NAPC Convention 


AN IMPRESSIVE ARRAY of new 
plumbing and heating products 
will greet visitors to the National 
Plumbing and Heating Fxposi- 
tion, June 11-14, at the Audito- 
rium in Milwaukee. 

Among the many products to 
be unveiled at the show will be 
a “sit-down” kitchen sink, a self- 
cleaning aerator faucet, a new 
concept in lavatory vanity de- 
sign, a posture-designed water 
closet that features a_ built-in 
cleansing spray and a variety of 
heating and cooling products. 

Mayor Frank P. Zeidler of 
Milwaukee will deliver the wel- 
coming address to a joint meet- 
ing of the 74th annual convention 
of the National Assn. of Plumb- 
ing Contractors and the 36th 
annual convention of the Wom- 
en’s Auxiliary. The NAPC 
convention will run concurrently 
with the show at the Auditori- 
um-Arena. 

One of the convention high- 
lights will be an address by 
Arlene Francis, popularly known 
for her TV “Home” show and as 
a panelist on “What’s My Line?” 
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Miss Francis will speak on “Sell- 
ing to the Women . . . at Home” 
before separate meetings of the 
NAPC and the association’s 
Women’s Auxiliary. 

Business sessions at the con- 
vention will emphasize the op- 
portunities for contractors to 
tie-in with the Operation Home 
Improvement national moderni- 
zation promotion and Plumbing, 
Heating-Cooling Month. Albert 
M. Cole, U. S. Housing and Home 
Finance Administrator, who of- 
ficially designated 1956 as “Home 
Improvement Year,” will suggest 
ways to tie in with the campaigr 
on local levels. 


Two Product Shows 
Set for This Month 


Milwaukee, New York 
Share Convention Spotlight 





The subject of increasing deal- 
er sales will be discussed by 
Lincoln Pierce, general sales 
manager of the Plumbing and 
Heating Division, American 
Radiator and Standard Sanitary 
Corp. 

Major speeches also will be 
given by George Hall, president 
of the Mechanical Contractors 
Assn., and Peter T, Schoemann, 
general president of the United 
Assn. of Journeymen and Ap- 
prentices of the Plumbing and 
Pipe Fitting Industry of the 
Jnited States and Canada. 

The Rev. Edward L. R. Elson, 
Minister of the National Presby- 
terian Church, Washington, D.C., 
and pastor to President and Mrs. 
Eisenhower and members of the 
Cabinet, also has been scheduled 
to speak at the convention. rnp 


Plumbing-Heating Show Highlights: 


What: National Plumbing and Heating Exposition and 
74th Annual Convention of the National Assn. 
of Plumbing Contractors 


Where: Milwaukee Auditorium-Arena 


When: June 11-14, 1956 
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How to Solve Dealer Management Problems Will 


Be Special Feature of Oil Heating Sessions 


ONE HUNDRED AND FIFTY exhib- 
itors will display the latest devel- 
opments in heating and cooling 
equipment at the 21st National 
Oil Heat and Air Conditioning 
Exposition at New York City’s 
new Coliseum, June 11-15. 

The Exposition, first industry 
trade show to be held at the 
Coliseum, will occupy the entire 
70,000 sq ft third floor of the $35 
million structure. 

The 34th annual Oil-Heat In- 
stitute convention, to run con- 
currently with the show, will be 
headquartered at the Park Sher- 
aton Hotel. Convention business 
sessions have been scheduled for 
mornings to avoid conflict with 
the afternoon and evening show 
hours of the exposition. 


# The convention will feature 
two sessions sponsored by OHI’s 
Distribution Division which will 
include round table discussions 
aimed at answering dealer prob- 
lems related to sales, installation 
and service of equipment. The 
discussions will cover such topics 
as: home cooling, radio-truck 


communications, credit and col- 
lections, service contracts, serv- 
ice management, promotion and 
advertising, sales training and 
organization, selling the builder 
and mechanization of office pro- 
cedures. 

Other highlights of the Dis- 
tribution Division’s dealer ses- 
sions will be a premiere showing 
of a technical training film strip 
and a color TV film, “House- 
warming Party,’ OHI’s national 
promotional effort. The film has 
been scheduled to appear on ap- 
proximately 300 TV stations. 

Another film, “Breakthrough 
for Profit,” will tell the story of 


Governor Proclaims 


P-H Progress Week in 
Honor of NAPC Show 


Governor Walter J. Kohler signs 
“Wisconsin Plumbing and Heat- 
ing Progress Week” proclama- 
tion to salute NAPC convention 
as Clarence E. Fenner (right), 
president of Wisconsin Assn. of 
Plumbing Contractors, and Rob- 
ert H. Hammersmith, executive 
secretary, look on. 


four dealers with various sized 
operations who reduced operat- 
ing costs through mechanization 
of office procedures. 

An air conditioning panel con- 
sisting of two dealers who have 
successfully entered the air con- 
ditioning business, and represen- 
tatives of two large air condition- 
ing equipment manufacturers 
will provide information for 
contractors planning to enter or 
expand their operations in this 


field. 


s Following is a schedule of 
meetings: Monday, June 11, OHI 
business meetings, and Tuesday, 
an equipment and accessory 
manufacturers conference and 
engineering-technical meeting. 
The dealer sessions will be held 
Wednesday and Thursday. enp 


Oil Heating Show Highlights: 


What: 21st National Oil Heat and Air Conditioning 
Exposition and 34th Annual Oil-Heat Institute 


Convention 


Where: New York Coliseum and Park Sheraton Hotel 


When: June 11-15, 1956 

























































With this 
Handbook . . . 





Actual size of Sebera’s 16-page 
handbook for consumers is 
5 in. high by 615 in. wide. 


A unique mailing 
piece that features 


service and brand 
names enables this 


contractor to sell, 
and sell again, to 


the same consumer 


He Keeps 


Here he checks a $750 order received from a customer he hadn’t heard from in 8 years. 


A NEw IDEA in mailing pieces, a 
small booklet entitled “Your 
Guide to Better Buying,” is fast 
proving itself as a topnotch me- 
dium for rejuvenating dormant 
customers for W. J. “Bill” Se- 
bera, of the Sebera Plumbing and 
Appliance Co. of San Antonio, 
Texas. 

The booklet is semi-institu- 
tional in nature, punctuated with 
several strong stimuli to get the 
reader to come on down and buy 
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right now. For example, the 
emphasis throughout is on wide- 
ly-known brand names in fix- 
tures and appliances, and on the 
history and tradition of service 
that makes the name of Sebera, 
too, a brand name in service 
equal on the local level to the 
others. But such terms as “Free 
Estimates” and “Easy Terms” on 
nearly every page, climaxed by 
the postpaid return card perfo- 
rated in the back cover, repre- 


sent active selling far removed 
from the institutional level. 

Here are some examples of 
how it is working out: 

1. One mailing of 500 went out 
on an area basis on a Tuesday 
morning. By Wednesday evening 
Sebera had three calls from just 
one block of the area for plumb- 
ing repairs. Elsewhere, the same 
mailing sold two automatic 
clothes washers, both to old cus- 


(Please turn to center of page 90) 
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ustomers Coming Back... 











FIRST CONSIDERATION 


‘The first point te consider is character of 


Me. W. J. “Bill” Sedera, founder and owner of Sebera Plumbing and Appliance Company hes been 
im business on the south side of San Sooue since 1990; and through prompt, courteous service, 
and the use of 2 Som quay marae te firm rm has progressed from a ‘one truck, home operation’ 
Sr coeng’s cutstsnding Plumbing Appliance Service Center st 2310 Nogelites Bt 


Thousands of Satisfied Customer-Friends . . . 
Sedera Company files contain testimonials and thousands of names of satisfied customers 
"9 for their entire Plumbing and Appliance These references are available 
fe you, and stand as the sincerest testimonial to the Character of our company, and are your 
Strongest assurance of full-meabure value when you select your needs from us. 
{KEEP THIS HANDBOOK FOR FUTURE REFERENCE) 


+7 
: 
; 





BACK OF THE rice mrsergeeaa ae 


No is Mar 
are Sf NO VALUE unless 6 ecked i'r . vm biter employes honest, intsitigeat. chitied wertunen: 


and installs only materials of sasured gue 


eral end Service guaranters 


Avoid becoming involved with firms of a oF questionable background regardiens 
sane — prices ‘Sock firms may not even exist when the time comes to by oo be their 


& service 


s| SERA’ hes @ long-established record for furnishing only materials of proven quality and 
of skilled craftamen 


CHECK THE QUALITY FIRST... 

By all means check the quality of your selections. In this dey of highly dramatized adver 
tising, the average person experiences difficulty in always recognizing (he product of worthy quel: 
ity from those of lower quality and doubtful value 


However, generally » 
test of time 











it in safe te essume thet © manufacturer whose product hes srond o the 
of 


better (han average quality 


YOU WILL NOTE THAT ONLY THOSE PRODUCTS WHICH HAVE MET THESE TESTS 
ARE PRESENTED IN THIS BOOKLET. 


Sebera 


PLUMBING 


and 
APPLIANCE Co. 


2310 NOGALITOS ST LEhigh 3.5172 

















For a a you can be proud of . . .. install 


FREE ESTIMATES: 


Whether you are consider. 


charge for this Planning 
Service. 





modern-styled fixtures 


by American-Standard 


For plumbing fixtures thot ore budget priced ty 
—yet quality mode—see the fomous American 


Stondard line, offers smortly-styled, sturd- = 


from a voriety of beautiful colors and models. 


ily-constructed fixtures to fit ony plumbing = 
need. Lustrous, easy-to-clean surfaces. They'll 
= odd a beovty note wherever used. Choose % 


A combination of assured value ... 


Atnican-Standard FIXTURES installed by SEBERA 


@ YOUR LOAN WILL BE ARRANGED 
©@ NO DOWN PAYMENT 


BY US AT NO ADDITIONAL COST TO YOU 
uP TO 36 MONTHS TO PAY 


Sebera... 

















WASHING MACHINE 
Repair Specialists 
The great number of calls we regular. 
lashing 


All are full-time employees. ing in such ‘ 
We do not entrust your work to un. We service all mokes: 
skilled transient “hondymen.” ABC... 
APEX . 
No service coll is too small for ovr EASY... 
prompt G-E... 
MAYTAG... 


Sebera... 





We shall be happy to 

discuss your require- 
ments with you. There 
is no obligation on your 
part. 


Just Phone 
LE 35-5171 


or 
LE 3-5172 





OR... 
if you prefer 


MAIL THIS CARD => 


(Neo Postage Required) 


Scheie Preting Ge, tee Actetn Tone 





(Dore) 


{Tear Along Dotted Line ond Mei) 
(Please indicate by check mark) 


The best time to see me would be 
———— 1, 
>. 


ebout 
about 




















HANDBOOK 
HIGHLIGHT: 


Opening spread of Seb- 
era’s booklet builds 
prestige for the firm by 
stressing the importance 
of buying quality prod- 
ucts from a dependable 
contractor. The booklet 
points out that a prod- 
uct is only as good as 
the firm which sells it. 


ADVERTISING: 

Since the booklet is an 
advertising medium, Se- 
bera makes full use of 
manufacturers’ coopera- 
tive advertising allow- 
ances. Cooperating com- 
panies paid $42.50 per 
page with some taking 
full pages and others 
even two-page spreads. 


STIMULATES 
ACTION: 


Closing spread stimu- 
lates prospect to action 
with an invitation to 
phone Sebera for infor- 
mation or mail the post- 
age-paid card. Booklets 
are sent to a selected list 
in key trading areas. 








How Handbooks Are Distributed; Follow up) 
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A second mailing is made to names selected from 


Booklets are mailed 500 at a time to a select 








5 list of names in key trading areas chosen by *)  Sebera’s “best accounts” file consisting of cur- 
Sebera. Here his secretary uses the city direct- 4. — rent customers who are all paid up, but who may 
ory to be sure names and addresses are correct. be in the market for additional p-h work. 


continued ... 


How Sebera’s Handbook Opens 


(Continued from page 88) 
tomers who hadn’t called for 
more than two years. 

2. One old customer came in 
and bought $275 worth of appli- 
ances, admitting that a year be- 
fore he had gone to Sears for a 
kitchen cabinet, sink and water 
heater because “I just didn’t 
think of you.” 

3. Another customer who 
hadn’t called for eight years 
bought an automatic washer, a 
ventilating hood and fan and a 
sink, total $750, within a week 
after she had received the book- 
let. 

Sebera now is getting results 
like that every week from the 
booklets, which cost him a total 
of $225 plus the time he put into 
them, plus postage. Here’s how: 

First step was a study of suc- 
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cessful mailing pieces by other 
firms, including appliance deal- 
ers, home improvement firms and 
any others he could find which 
would give him results. From 
this survey he decided the book- 
let must be larger than vest- 
pocket size but still small 
enough to be hung in the kitchen 
without getting in the way. He 
settled on a page size five inches 
high and 6% inches wide—the 
size of two postcards. To suggest 
hanging the booklet in the kitch- 
en, he punched a hole in the 
corner. 

Optimum size, he decided 
from his survey, should be 12 in- 
side pages plus the cover, making 
15 pages in all plus the outside 
front cover with the title. 

From this point on, Sebera 
decided to make fullest use of 


the prestige that national adver- 
tising had built for brand names, 
and to identify himself with that 
prestige. He devoted the inside 
front cover and the first page to 
outlining the importance of buy- 
ing trusted merchandise from a 
trusted firm, a history of depend- 
ability being the criterion of 
trust. Since the remainder of 
the booklet would be devoted to 
brand names of certain items, 
these first two pages were devot- 
ed to his own firm and its his- 
tory of dependability, pointing 
out that any product is only as 
good as the company which sells 
it. 

Since the booklet was to be an 
advertising medium, Sebera 
made full use of cooperative ad- 
vertising allowances on the in- 
side pages. Manufacturers paid 
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6 When postage-paid cards from booklet are re- 
) ceived they get an immediate credit check, then 
“} are passed on to Sebera for a phone follow-up. 

Average return varies from six to 12 per day. 





Sebera makes a personal follow-up on a spot 
basis in each area, asks prospects if they received 
the booklet and liked it. He finds the “personal 
touch” opens the door to more and more sales. 


the Door to New Business... 


$42.50 per page, with some taking 
full pages and some taking 2- 
page spreads (see sample spread 
on page 89). 

Sebera had 12,000 printed, and 
he mails out 500 at a time on an 
area basis plus varying numbers 
to the 2,500 names in his “best 
accounts” file. He mails early in 
the month, figuring the booklets 
to arrive Tuesday or Wednesday 
so as not to catch any prospects 


in their “blue Monday” moods. 
Prime areas are the housing de- 
velopments three years old and 
older, although other neighbor- 
hoods are selected, too. 

Of equal importance, says Se- 
bera, is the follow-up. This in- 
cludes personal calls on a spot 
basis in the saturated area, then 
blanketing the area with cards 
a month later. 

Sebera makes the personal 


You've Heard of Him Before... 





W. J. “Bill” Sebera is no stranger to Domestic ENGINEERING 
readers. A couple of years ago an article outlining Bill’s plans 
for the future included reference to a personalized consumer 
booklet. With the passing of time the booklet was developed 
and has been in use long enough to permit a measure of its 


results. Hence, this article. 
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calls himself. He uses a “double 
entry” system, first referring to 
the booklet, wondering if it was 
received and read, and then of- 
fering whomever answers the 
doorbell a scratchpad or some 
other advertising gimmick. (Se- 
bera now uses the scratchpads as 
calling cards, exclusively.) One 
such gimmick is Sebera’s phone 
number chart, listing such emer- 
gency possibilities as the fire and 
police department, doctor and 
alternate doctor, sheriff, and 
others. But in any case, the 
scratchpad with his advertising 
on each page is left at the house 
as a reminder of his services. 

After gaining entry to the 
house Sebera stresses the impor- 
tance of reading the booklet and 
keeping it handy, and inquires 


(Please turn to top of page 95) 
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G. H. McGee 


“Do IT yourSsELF!” How many 
times a day do we hear this 
phrase? It has become a part of 
our daily lives. How and why 
has this come about? 

First, I believe it is largely the 
result of the increased leisure 
time enjoyed by the majority of 
people since the universal ac- 
ceptance of the 40-hour work 
week. 

Second, it reflects the increased 
cost of minor plumbing and heat- 
ing repairs made by our skilled 
mechanics. 

Third, this trend is doubtless 
encouraged by the lax enforce- 
ment in some areas of plumbing 
and heating codes. 

What to do about it? 

When asked by Domestic En- 
GINEERING to elaborate on some 
remarks I made on this subject 
at the convention of the Iowa 
Assn. of Plumbing Contractors, 
I was very pleased to comply. 


92 


lowa Contractor 





Urges Limit on 
Do-It-Yourselfers 


By G. H. McGee, president 


Iowa Assn. of Plumbing Contractors 


For I believe the time has come 
for plumbing and heating con- 
tractors to face up to the prob- 
lem posed by the encroachment 
of the do-it-yourselfer into the 
plumbing and heating field. 

I believe we have no alterna- 
tive but to go along with the pub- 
lic on minor repairs, but we must 
do our best to explain to them 
where to start and stop. We have 
to take the extra few minutes to 
show them the dangers of un- 
vented fixtures and appliances, 
and the hazards of possible cross 
connections. It is obviously use- 
less to try to show them how to 


Part 4: 


make a complex plumbing or 
heating installation. We know 
that we can’t make a plumber in 
ten minutes. But we must show 
them what the results of an im- 
proper installation may be. 
Remember, the homeowner 
you are talking to may not earn 
one-half as much as you are pay- 
ing your mechanic. He is strong- 
ly motivated by the desire to 
save money, and to him the labor 
charge for a major plumbing or 
heating installation may seem 
high. It is therefore definitely 
up to us to convince the home- 
owner that he cannot do without 


. What Do-It-Yourself Means to Our Industry 
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our installations and services. 

But I also believe there is more 
than one way of doing something 
about the do-it-yourselfer in our 
industry. One of the most effec- 
tive steps would be to improve 
the enforcement of regulations 
and codes that govern the instal- 
lation of plumbing and heating 
equipment. This must be done 
by working with and through the 
officials of municipal and county 
governments. 

There is plenty of evidence of 
the need for better code enforce- 
ment which can be used to con- 
vince the public of the urgency 
of that need. Hardly a day passes 
that we don’t read in the daily 
papers of an explosion or fire 
caused by an improperly in- 
stalled water heater or a faulty 
heating plant. And of course the 
frequent cases of faulty venting 
systems present an ever-present 
threat to the health and safety 
of the homeowner. 

Yet the average appliance 
dealer is permitted to make in- 
stallations with handymen, truck 
drivers and, in some cases, plant 
maintenance men who frequent- 


ly hold two jobs. 


= One answer might be an ac- 
curate accounting of the serial 
numbers of plumbing and heat- 
ing equipment sold, which could 
then be checked, after installa- 
tion, by the plumbing inspector. 

But whatever measures we 
take, it is essential that do-it- 
yourself plumbing and heating be 
kept within definite limits. After 
all, a country that has learned 
to control the vast destructive 
powers of atomic energy should 
also be able to control the de- 
structive tendencies of the do-it- 
yourselfer. 

And while doing it, lets keep 
the do-it-yourselfer as a friend 
of the plumbing and heating in- 
dustry. 

Some different views on the 
do-it-yourself question will be 
presented next month. = enn 
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How Do You Stand on Do-It-Yourself? 
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THERE IS STILL TIME for you to state your position on the 
“do-it-yourself” question. Does the current do-it-yourself 
boom present a problem or an opportunity for the plumbing 
and heating contractor? The way this question is answered 
by the majority of plumbing and heating contractors may have 
a far-reaching effect on the future of our industry .. . perhaps 
on the operation of your own business. 

The postage-paid survey reply card illustrated above can 
be found opposite page 114 in your May issue of Domestic 
Engineering. 

It provides an opportunity for each contractor to state his 
views on this important industry question. If you have found 
a satisfactory and workable way of dealing with the do-it-your- 
selfers in your community, won’t you share it with others who 
may be still perplexed about it? Today, before you forget it, 
why not take a few minutes to fill in the card and send it in. 
And if you have already done so, thanks a lot. END 





NEXT MONTH: 


Results of the Industry Poll on 
Do-It-Yourself Trends... 





How to Adopt a Workable Policy 
on Do-It-Yourself... 
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YOU CAN HAVE MORE PULL than 
a politician if you avail yourself 
of some of the “mechanical mus- 
cles” that have been perfected 
for materials handling tasks. Un- 
der present working conditions, 
the p-h contractor who uses man- 
power alone for lifting is making 
poor use of his skilled labor. 

One type of labor-saving mul- 
ti-purpose equipment available 
to contractors is the “Hoist-It,” a 
portable two-man hoist made by 
Hastings Air Control, Inc., of 
Omaha, Nebraska. The hoist was 
designed to lift heating and cool- 
ing equipment into suspended or 
platform positions for installa- 
tion. It can lift loads up to 4,000 
lbs to heights from 8 to 18 ft. 


sIn addition to placement of 
suspended materials, the hoist 
can serve as a platform or work- 
ing stage for installation of high 
sidewall or overhead piping. 

A particularly useful applica- 
tion of the hoist is in locations 
where block and tackle equip- 
ment cannot be rigged. One 
essential requirement is that a 
ceiling, beam, or roof must be 
overhead for top bracing pur- 
poses. Weight of the load is car- 
ried on steel plates that are 
placed under the posts 


94 








Despite the generous load ca- 
pacity of the hoist, the equip- 
ment is light weight, collapsible, 
and easily carried. 

The unit consists of two sets of 
telescoping steel posts that are 








Pay. Aint PRAT ee 


Short Cuts.. = 


Machine manufacturers devise new ways to 


help your installers “get up in the world” 


easily adjusted between floors 
and ceilings. Hoisting brackets 
ride along the posts and are lifted 
by ratchet pullers using airplane 
type steel cables suspended from 
lugs at top of the posts. Each 








PORTABLE ELEVATOR in use by two workmen shows how air 
conditioning unit is lifted for installation. Unit does not mar 
finished ceilings as weight is distributed and supported by posts. 
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WORK PLATFORM has 2550-lb rated 
capacity and is hydraulically oper- 
ated. Portability is handy feature. 


ratchet puller is worked inde- 
pendently by the operators from 
positions on the platform ends. 
A safety overload capacity is 
allowed in rating. 

A different type of lifting de- 
vice is the steel work platform 
that has come to take the place 
of cumbersome wooden scaffold- 
ing primarily used for overhead 
piping jobs. 

Representative of such porta- 
ble steel work platforms is one 
made by Ballymore Co., Wayne, 
Pa. The Ballymore platform is 
hydraulically operated by hand 
pump but can also be furnished 
with %-hp electric motor or with 
battery-operated motor. 

In its lowest position, this work 
platform is 5 ft above floor level. 
The work platform of 2 ft 9 in. 
by 7 ft 8 in. can be raised up to 
10 ft. This provides a normal 
work space for three men work- 
ing in areas up to 15 ft above the 
floor. 

This is an indoor-outdoor de- 
vice with full range flexibility 
and held at working height by 
a double rack and pawl. It is 
mounted on four, 8-inch casters 
for portability. The equipment is 
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stabilized by screw-type leveling 
jacks at each corner. A tele- 
scoping ladder at one end pro- 
vides access to the platform. The 
platform covering is expanded 
metal which does not harbor dirt 
or oil, thus giving sure footing. 


A handrail, 3 ft high, affords 
protection along the length of 
one side. 

Names of other manufacturers 
of this type of equipment will be 
furnished on request by DomeEs- 
TIC ENGINEERING. END 


He Keeps Customers Coming Back 


(Continued from page 91) 

if the householder is sure all her 
plumbing is all right. In the 
course of his conversation he of- 
fers incidental information to 
help the housewife, such as to 
drain a few gallons from the bot- 
tom of her water heater each 
week for better performance and 
fuel savings. The visit makes an 
impression that sticks. 

The card response has not been 
as heavy as Sebera had hoped. 
Some days, he reports, a dozen 
might come in. But many days 
rone come. The cards that do 
come in go into a routine credit 
check immediately, and then a 
call is made to the sender on the 
same day. If a sale does not re- 
sult immediately, the card goes 
into the “Hot Prospect” file 
which gets action of some kind 
every week. 


s “All in all, however, the book- 
let has worked out so well it sur- 
prised even me,” says Sebera. 
“I'd expected results, but I 
thought most of them would be 
from the return cards in the 
booklet. But within a few days 


after the first mailing we no- 
ticed we were getting a lot of ex- 
tra business, usually by phone, 
and that first mailing resulted in 
six new customers on the books 
from the one area. 

“So not only were our old cus- 
tomers being stimulated, but we 
were getting new customers also 
—directly, and not through the 
cards. 

“It’s definitely worthwhile to 
sacrifice the time and thought to 
produce a booklet like this. It 
builds business and it also builds 
prestige. One banker in our area 
phoned me after one of the mail- 
ings to congratulate me, saying 
he never expected something 
like that to come from a plumber. 

“Despite its success, I still con- 
sider the booklet, or any other 
advertising effort, as the first step 
in a sales process. All I really 
want is the opportunity to talk 
with people, and then I can do 
the actual sales job myself. 
That’s the big reason for the per- 
sonal calls that follow the mail- 
ings. The booklets give me that 
opportunity, and at the same 
time, they also sell.” END 
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Here’s Help to Get Started: 


Are You Ready for Plumbing- 
Heating- Cooling Month? 


... seepage 101 | 
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POSSIBLE TROUBLE is brewing 
for the plumbing and heating 
industry, according to a major 
speaker at last month’s conven- 
tion of heating, piping and air 
conditioning contractors in Lou- 
isville, Ky. 

The speaker, Peter T. Schoe- 
mann, general president of the 
United Assn., warned that ap- 
prentice training programs are 
failing to replace the skilled jour- 
neymen lost to the industry each 
year. Unless something is done 
to improve the quality of training 
programs, Schoemann said, the 






We Training Enough 


UA head doesn't think so. He tells piping contractors 


that demand will increase for high-quality craftsmen. 


Joint labor-management action is recommended... 


shortage of trained craftsmen 
will become even more acute in 
years to come, particularly in 
periods of technological change 
and booming construction. 

As an example of “techno- 
logical change,’ Schoemann cited 
predictions that atomic power 
will soon revolutionize the utili- 
ties industry, and call for new 
power plant construction and a 
masterful knowledge of pipe in- 
stallation. 

Less revolutionary in its im- 
plications, but of equal impor- 
tance from the point of view of 





NEW OFFICERS are congratulated by Edward Jungbert, outgoing presi- 


dent (second from left). They are Horace Wetzell, Cleveland, treasurer; 
George Hall, Madison, Wis., president; Joseph Spitzley, Detroit, v. p. 


demand for trained men, is the 
growing number of industrial 
and commercial air conditioning 
installations. The next decade, 
Schoemann said, is expected to 
see some $10 billion go into such 
work, nearly 70 percent more 
than during the past 10 years. 

The problem, however, is not 
without a possible solution, the 
UA spokesman feels. Schoe- 
mann’s answer lies “in the ex- 
pansion of joint apprentice train- 
ing programs at the local level.” 
Under the system, already in op- 
eration in many areas, contrac- 
tors and unions, with equal rep- 
resentation on a committee, 
would have the joint responsi- 
bility of insuring that upcoming 
journeymen have adequate on- 
the-job training at a variety of 
jobs. Schoemann would like to 
see apprentices indentured to 
such a committee in every local- 
ity, “serving under the super- 
vision of the committee in the 
employ of as many contractors as 
are necessary to give him full and 
varied employment resulting in 
a well-rounded knowledge of the 
skills of his trade.” 


Here’s What’s Being Done 
The UA, according to its 
spokesman, already has taken 
steps to improve the quality of 
apprentice training, and is pre- 
paring to render further assist- 
ance on the local level, where the 
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burden of carrying out such 
programs naturally falls. Schoe- 
mann offered UA assistance in 
these words: “Upon request, our 
staff will be available for advice 
and guidance in creating or im- 
proving local apprentice training 
systems. It is my hope that you, 
as contractors and employers, 
will take full advantage of these 
services which we are offering to 
you through our local unions.” 

Schoemann’s speech, delivered 
Friday morning of convention 
week (May 14-18), also covered 
national labor agreements and 
trade promotion. 

His pledge of friendly coopera- 
tion between the UA and the 
contractors evoked much ap- 
plause, as did his assurance that 
the recent merger of the AFL- 
CIO would not affect the tradi- 
tional jurisdiction of UA locals in 
heating and piping work. 

At the same session, the con- 
vention unanimously approved a 
change in name—from Heating, 
Piping and Air Conditioning 
Contractors National Assn. to 
Mechanical Contractors Assn. of 
America. Initial approval of the 
change had been given at the as- 
sociation’s convention in Houston 
last year. 

Earlier in the week, the con- 


Domestic ENGINEERING, JUNE 1956 


A WARNING on the inadequacy of some 
apprentice training programs was issued 
at the piping contractors’ meeting by Peter 
Schoemann, general president of the UA. 


tractors heard their president, 
Edward Jungbert, call for an ex- 
panded program of industry re- 
search with improved methods 
for disseminating results. Jung- 
bert also expressed opposition to 
the efforts of “outside groups” to 
“slice off” portions of the con- 
tractors’ business. A more ag- 
gressive penetration of available 
markets was suggested as the 
answer to this competition. 


The second major address on 
opening day was delivered by 
Don Moore, associate director of 
Operation Home Improvement. 
(Moore was preceded at the 
podium by Wray Scott, who pre- 
sented the MCAA’s distinguished 
service award to Peter B. Gor- 
don, vice president of Wolff & 
Munier, Inc., New York City.) 

Moore announced that Opera- 
tion Home Improvement, orig- 


In Major Convention Business, the MCAA... 


ELECTED George Hall, Madison; Wis., president; Joseph 
Spitzley, Detroit, vice president, and Horace Wetzell, Cleve- 


land, treasurer. 


APPROVED unanimously a change in name,from Heating, 
Piping and Air Conditioning Contractors National Assn. to 
Mechanical Contractors Assn. of America. 


APPLAUDED the pledge of labor cooperation from the 


general president of the United Assn. 


APPROVED a scathing attack on the general contractors’ 
practice of bid shopping, delivered by the chairman of the 
association’s legislative committee. 


HEARD the first announcement of Operation Home Im- 


provement’s extension into the first half of 1957. 


WERE brought up to date on objectives of the Better Heat- 
ing-Cooling Council, the chief one of which is to increase 
consumer purchases of hot water and steam heating systems. 
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continued ... 


What the 


Convention 
Speakers 
Said 


inally planned as a year-long 
promotion program for 1956, has 
been extended at least through 
the first half of 1957. He called 
Ohi’s success to date “astonish- 
ing.” 

On the local ievel particularly, 
said Moore, the results have been 
“dramatic” when implemented 
by group or individual tie-in 
promotions. He cited the increase 
in moderization contracts in sev- 
eral cities since the inception of 
the program in January of this 
year: Palo Alto, Calif., up 99 per- 
cent; Menlo Park, also in Cali- 
fornia, up 80 percent. Across the 
country, at Lansdale, Pa., the in- 
crease was reported to be 200 
percent in the first quarter of this 
year over last. 


s All the evidence indicates, 
Moore said, that the promotion 
could not have been timed bet- 
ter. “The need for home improve- 
ment is great. According to the 
last census on housing, covering 
50 million American homes, one 
out of every 10 is a slum. Four 
more need major repairs. And 
the rest must undergo the main- 
tenance and alterations neces- 
sary to keep pace with changing 
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Edward Jungbert 


Retiring President 
Mechanical Contractors Assn. 


“We must have more aggressive 
penetration of available markets to 
meet competition from outsiders.” 


standards and passing years.” 

In the light of these statistics, 
the need for home improvement 
Was never more apparent, Moore 
emphasized. “There remains only 
the problem of selling the home- 
owner on the idea of taking a 
look at his property with an eye 
to improving it. Ohi was organ- 
ized to help the construction in- 
dustry do this job.” 


« He recommended that individ- 
ual plumbing and heating con- 
tractors join with other interest- 
ed groups in their cofnmunities 
to develop local level programs 
to make the Operation Home Im- 
provement program aé_ success. 
(For the story on how one city is 
doing it, see page 106, this issue). 

A series of panel discussions 
led by experts in their respective 
fields comprised Wednesday’s 
agenda. K. A. Leitgabel of Mil- 
waukee, chairman of the home 
heating committee, led the dis- 
cussion on that subject. The ins 
and outs of trade promotion came 
up for consideration under the 
chairmanship of Frank V. Mc- 
Bride, Paterson, N.J. For the 
panel on apprenticeship, Grant J. 
Hayes of Indianapolis, Ind. oc- 





Don Moore 
Associate Director 
Operation Home Improvement 


“One out of every ten homes is a 


slum, and four out of the remaining 
nine need major improvements.” 


cupied the speaker’s chair. 

The final panel session of the 
day was devoted to air condition- 
ing and refrigeration. The dis- 
cussions were led by W. S. 
Bodinus and A, S. Ford. 

At the third session, Franklin 
Greene, executive director of the 
Better Heating-Cooling Council, 
took the spotlight to explain why 
the Council, numbering 40 com- 
panies among its members, was 
organized. 

The purpose of the Council, 
said Greene, is to revitalize the 
selling techniques involved in 
marketing hot water and steam 
heating and air conditioning 
equipment. It is to increase the 
public’s interest in and desire for 
hot water and steam heating. 


s This aim, Greene announced, 
already is in the process of being 
carried out through a well- 
rounded promotion program. A 
half-hour sound-color movie is in 
production and is expected to be 
ready for distribution next Sep- 
tember. The film will be avail- 
able for showing on television or 
at trade meetings as well as at 
gatherings of civic clubs. 

A full-time staff of professional 
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Franklin Greene 
Executive Director 
Better Heating-Cooling Council 


“The purpose of the council is to 
revitalize selling techniques for hot 
water and steam heating.” 


writers is turning out publicity 
and promotional materials for 
distribution to the press. 

One of the major undertakings 
of the Council to date, said the 
speaker, is a special campaign 
being conducted by a New York 
publicity firm. It will culminate 
during the second week of Au- 
gust, which has been designated 
National Better Heating and 
Cooling Week. (For details, see 
page 108.) 


a Greene was followed at the 
mike by Elmer R. Kaiser, direc- 
tor of research for the American 
Society of Heating and Air Con- 
ditioning Engineers. Kaiser 
brought his audience up to date 
on the research being under- 
taken by his organization. About 
$240,000 is being spent on re- 
search, he said, to determine the 
effects of air conditioning and 
related factors on human comfort 
and performance. 

At the same session, Fred Wil- 
liams, chairman of MCAA’s 
legislative committee and a trus- 
tee of the recently formed Coun- 
cil of Mechanical Specialty Con- 
tracting Industries (DE, Jan., p. 


(Please turn to top of next page) 
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Fred Williams 
Chairman, MCAA 


Legislative Committee 


‘Doing something about bid shop- 
ping is one of the main objectives 


; ‘ ‘ ” 
of this organization. 


AWARD for distinguished service was 
presented to Peter B. Gordon, New 
York, by Wray Scott, last year’s ra- 
cipient of the annual award. Gordon 
has served as the MCAA's radiant 
panel heating committee sinc2 its in- 


ception in 1946. 


Wet Heat Gets a New Name-.at the 
Piping Contractors Meeting.. 


ONE OF THE FEATURES of the convention was a contest Yo find 
a more suitable term than “wet heat” to designate hot wat@r and 
steam heating installations. The judges (Ed Ford, of Bell & Gossett 
Frank McBride, New Jersey contractor, and Frank Greene, of the 
Better Heating-Cooling Council) selected “Fluid Heat,” submitted 
by 3 of the 93 entrants, as the best. Each winner received/ $100. 


Other entries: Most healthful, 


“High Caloric Heat’; mdgt pas- 


sionate, “Coiled Comfort”; most glamorous, “Agua Calient¢/ Heat.” 


Shortest, “Weat Heat”; longest, 


imaginative, “Oasis Static Heat”: 


“Asgua-Thermo Conditionétr’’: most 


most aquatic, “Fluid Climate,” 


and most puzzling, “Normalizing Heat.” Criteria for jy@zing: The 


name must be synonymous with wet heat, descr aren, Mprer ic, short 


and easily understood. 











Heating, Piping and Air Conditioning Contractors N@@ 
(The Mechanical Contractors A Ssociation @ America) 


| ee eee - 


Firm 











City 
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Bid Shopping Blasted by 
Contractor Convention 


(Continued from preceding pages) 
101), was invited to explain the 
Council’s aims. 

The principal purpose of the 
Council, Williams said, is to en- 
courage the passage of the Fed- 
eral Construction Contract Act 
(S.1644) which would curb the 
evils of bid shopping on govern- 
ment contracts. The existence of 
such a national law, while not 
binding on any but federal con- 
tracts, would have a limiting ef- 
fect on the practice in general, 
Williams said. “It would tend to 
place the practice in such disre- 
pute that even the attempt of 
Associated General Contractors’ 
representatives to dignify it by 
calling it ‘compromise bidding’ 





would fail,” the speaker said. 

Williams delivered a scathing 
indictment of the practice of bid 
shopping and the support recent- 
ly given to it by AGC representa- 
tives before the House Judiciary 
Committee. One such representa- 
tive, Williams reported, frankly 
admitted he is a bid shopper 
“and proud of it.” This AGC 
spokesman put forth the thought 
that “about 100 percent” of the 
general contractors in the coun- 
try follow the practice. 

In explaining the over-all ob- 
jectives of the Council, which 
also include “the adoption of im- 
proved contracting forms, prac- 
tices and procedures by all per- 
sons and organizations purchas- 


A FEATURE of the piping contractors’ convention was a new products show 
the first in the history of the organization. Approximately 25 firms displayed. 
Here, Bob Cottrell describes his firm’s wares to Herb Lind, Chicago contractor. 


100 


ing construction services,” Wil- 
liams was careful to emphasize 
that the Council will in no way 
compete with MCAA. “On the 
contrary,” said the speaker, “we 
have created an organization that 
will possess greater strength. 

“It is a well-known fact,” Wil- 
liams continued, “that there is 
strength in numbers. The MCAA 
by itself can claim to represent 
only 1,200 members. The Coun- 
cil, on the other hand, represents 
the entire mechanical specialty 
contracting industry and can say 
it is spokesman for 80,000.” 

That statement in itself, assert- 
ed Williams in conclusion, sur- 
rounds the Council’s activities 
with “an aura of strength and 
importance.” The Council’s mem- 
bership includes electrical and 
sheet metal contractors as well as 
plumbing, heating and air con- 
ditioning contractors. 

Other objectives of the Coun- 
cil include a more equitable 
policy on retained percentages 
and bid deadlines, better specifi- 
cation writing and improved re- 
lations with architects. 

The convention elected new 
officers and directors for the com- 
ing year. Succeeding Jungbert 
at the helm is George Hall, Madi- 
son, Wis. The new vice president 
is Joseph Spitzley, Detroit, and 
the new treasurer is Horace Wet- 
zell, of Cleveland. Lloyd Gru- 
man, Jr. is executive secretary. 
Newly elected directors are 
Frank Haines, Washington, D.C.; 
Joseph Kearney, Evanston, IIIL.; 
Frank McBride, Paterson, N.J.; 
William Scott, Jr., San Fran- 
cisco; Spitzley and Wetzell. 

Before adjourning, the conven- 
tion approved a set of recommen- 
dations on national policy. 

Among the most significant 
matters included in the policy 
proposal is the one concerning 
relations with suppliers. Opposi- 
tion to the practice of suppliers 
making engineering layouts, ma- 
terial take-offs and labor esti- 
mates was expressed. END 
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How to Get Ready for... a — 


PLUMBIN™ 
HEATING 


THE MONTH OF AUGUST is probably the best chance 
you'll ever have to “do something” about your 

business. It’s National Plumbing-Heating-Cooling 
Month ... and if you’ve ever said to yourself, “I 

could be doing better;” “My margins are too low;” 
“Maybe I should expand,” or indulged in any like 

form of soul-searching, then the special month in 
August is made to order for you. It’s a big, : a . 
industry-wide program built around the modernization 
market and offers an unprecedented opportunity 

for all plumbing and heating contractors who want 

to improve their business. For this reason, ° 
DomesTIC ENGINEERING brings you in this issue ‘ 
dozens of ideas on how to get ready now for Plumbing- ~ 
Heating-Cooling Month in August and your share of the big 
modernization market. ak ae 
















turn page for a way to 
better business 
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renew the 
HEART 
of your home 


PLUME/NG 
WLEAT ING 


OFFICIAL SEAL for 
Plumbing - Heating- 
Cooling Month ties in 
with Operation Home 
Improvement and car- 
ries the slogan “Renew 
the Heart of Your 
Home—Plumb- 
ing, Heating, Cooling.” 











LAST YEAR in Washington, D.C., 
Robert Morrill, NAPC presi- 
dent, called together a group of 
industry leaders and members of 
the trade press to discuss ways 
and means for our industry to 
capture a bigger share of the 
modernization market. 

Following that initial meeting 
the All-Industry Plumbing and 
Heating Modernization Commit- 
tee was appointed with Wm. A. 
Landers, vice president of 
NAPC, as chairman. That com- OE 
mittee, together with various ai? 
sub-committees, has been hard _ pa 4 
at work drafting plans for “56 “IWE REMODELING MARKET 
... the year to fix.” 

The high spot in those plans is 
National Plumbing-Heating- - A = 
Cooling Month in August... an The Book of Remodeling 


all-out effort to focus consumer 




















attention on the need for home To support Plumbing-Heating-Cooling Month, Do- 
improvement . . . with special MESTIC ENGINEERING will publish its biggest remodel- 
emphasis on the products and ing issue in August. Titled “The Book of Remodeling,” 
services of our industry. The pro- it will provide an up-to-date blueprint of the modern- 
gram is a coordinated effort by ization market for buildings of every size and tell who 
all segments of the industry and the customers are in every community and how to 
is especially designed to tie in evaluate and contact them quickly. It will tell how 
| with national programs like Op- to advertise, sell and finance remodeling; how to set 
eration Home Improvement. up and manage a remodeling operation. In short, The 
Details of current activity for Book of Remodeling will show contractors how to 
Plum bing - Heating - Cooling move in, step-by-step, and get their share of the big 
Month and how contractors can modernization market . . . not only in “’56... the year 
get ready now are given in the to fix,” but next year and for years to come. END 
following pages. END 
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Contractors Pledge 


to Support P-H-C 
Month Promotion 


ALL OVER THE NATION LAST MONTH preparations 
were under way for the industry-wide celebra- 
tion of Plumbing-Heating-Cooling Month in Au- 
gust. 

In Louisville, Ky., and Winnetka, III. the first 
pledges to support p-h-c month were signed by 
contractors. Edward Jungbert (representing the 
Mechanical Contractors Assn.) signed in Louis- 
ville and past NAPC president V. J. Killian 
(representing the National Assn. of Plumbing 
Contractors) affixed his signature in Winnetka. 

The special coordinating committee for p-h-c 
month, under the overall sponsorship of the All- 
Industry Plumbing and Heating Modernization 
Committee, mailed pledge forms to all p-h whole- 
salers, whose salesmen then called on contractors 
to have them sign up to support p-h-c month in 
August. 

William A. Landers, Oklahoma City, vice pres- 
ident of the NAPC, is chairman of the all-industry 
modernization committee and Wilbur S. Hokom, 
Beverly Hills, Calif., is chairman of the coordinat- 
ing committee for p-h-c month. Two other sub- 







TOP PHOTO: Edward Jungbert, Louisville, 
Ky., representing the Mechanical Contractors 
Assn., signs one of the first pledges to sup- 
port Plumbing-Heating-Cooling Month in Au- 
gust. Looking on (I. to r.) are H. A. Bergdahl, 
Crane Co., Chicago; D. W. Bell, Denver, Colo., 
contractor; R. A. Striepe, wholesaler sales- 
man, and J. E. Purnell, D. E. managing edi- 
tor. Bergdahi and Bell are members of the 
industry’s coordinating committee for Plumb- 
ing-Heating-Cooling Month. 


BOTTOM PHOTO: In Winnetka, Ill., V. J. Kil- 
lian, a past president of the NAPC and a 
member of the p-h-c month coordinating com- 
mittee affixes his signature to a pledge. 
Watching the ceremony are (I. to r.) Ben 
Lenzen and Brye Radebaugh, sales represent- 
ative and branch manager for Inland Supply 
Co., Evanston, Ill., wholesalers, and E. E. 
Howard, D. E. associate editor. 


committees are also operating: a public relations 

committee, with Wm. Kramer, secretary of the 

Plumbing Fixture Mfrs. Assn., as chairman, and 

a consumer finance committee with Chas. Thomp- 
(Please turn to top of next page) 










continued... 


son, president of the Central 
Supply Assn., as chairman. 
According to the program’s 
sponsors the whole idea behind 
the “pledge” is to create a favor- 
able “modernization climate” 
among contractors and wholesal- 
ers and encourage 100 percent 
participation in the p-h-c month 
promotion. The committee has 


mailed special kits to both con- 
tractors and wholesalers explain- 
ing the program in detail and 
providing plenty of “how to” 
information along with helpful 
promotional material. 

As indicated by the official seal 
(p. 102), the entire program is 
built around and designed to 
support Operation Home Im- 


provement, with particular em- 
phasis on the products and serv- 
ices of our industry. 

Operation Home _ Improve- 
ment, the nation-wide campaign 
to improve America’s homes, has, 
of course, been in high gear since 
Jan. 16 when “Home Improve- 
ment Year” was officially 
launched in Washington, D. C., 
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Take These Steps 
to Make P-H-C 


Month a Success 


CONTRACTORS 


If you haven't already done so, decide now 
to go after remodeling business in a big 
way. Use the Plumbing-Heating-Cooling 
Month promotion as a springboard to get 
into the modernization swim. 


Show your support by signing the Plumb- 
ing-Heating-Cooling Month pledge when 
asked to do so by your wholesaler. 


Start right now to contact lending agen- 
cies in your area, so you will be able to 
offer consumer financing and make it a 
major part of your selling program. 


Help your wholesaler set up a city-wide 
modernization meeting with related indus- 
tries, the Chamber of Commerce, lending 
agencies and civic groups to promote home 
improvements in your community. 


Use Domestic ENGINEERING’s special Au- 
gust issue, “The Book of Remodeling,” as 
a source and reference guide to help your 
own remodeling program succeed in the 
months and years ahead. 


Avail yourself of the wealth of special re- 
modeling merchandising aids which may 






renew the 
HEART 
of your home 


PLUMEING 






be obtained from your manufacturers, this 
publication, the All-Industry Plumbing 
and Heating Modernization Committee 
and other sources. (For details, write the 
Modernization Editor, Domestic ENGI- 
NEERING, 1801 Prairie Ave., Chicago 16.) 


WHOLESALERS 


Cooperate actively with ieaders in related 
industries, your local Chamber of Com- 
merce, civic groups and others in a city- 
wide modernization meeting to stimulate 
interest in modernization. 


Urge your contractor-customers to sign 
the Plumbing-Heating-Cooling Month 
pledge to assure their full participation. 


MANUFACTURERS 


Support Plumbing-Heating-Cooling 
Month in your advertising. 


Use copy themes that inspire contractor 
action, while suggesting ways that your 
products can be featured in remodeling. 


Reserve extra copies of D.E.’s August is- 
sue, “The Book of Remodeling,” for distri- 
bution to key sales personnel and cus- 
tomers. 
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by Albert Cole, Housing and 
v- Home Finance Administrator, at 
the direction of President Eisen- 


e- hower. 

mn John Doscher, director of Ohi, 
S, announced last month that local 
2e programs have been launched in 
a. more than 1000 towns across the 
y country. In most cases the local 


industry-wide promotions have 
been sparked by the Chamber of 
— Commerce, which calls together 
all of the contractors and lending 
agencies involved in home im- 
provement and names commit- 
tees to spearhead the action. 


s Among the techniques now be- 
ing used successfully to promote 
home improvements at the con- 
sumer level are special news- 
paper sections on the Ohi move- 
ment, tie-ins with home shows, 
surveys of housing conditions, 
“homeowner clinics” (where ex- 
perts discuss and demonstrate 
various phases of home improve- 
ment), contests for homeowners 
or even high school children who 
write an essay on “What my 
home means to me.” 

One of the most dramatic ef- 
forts used to date is the actual 
remodeling of one or two older 
homes by local contractors who 
then invite the public to view 
the many ways of building new 
life into a home. 


s Any or all of these techniques 
can be adapted in your town to 
focus consumer attention on 
the special month. Generally 
speaking, this type of program 
requires a collective effort on the 
part of several organizations. In- 
dividually, however, there are 
many things contractors can do 
right now to get ready for plumb- 
ing-heating-cooling month. A 
number of these suggestions are 
listed elsewhere on these pages. 
Use them as a guide to help you 
get ready for the Plumbing- 
Heating-Cooling Month Promo- 
tion. END 
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GOVERNOR Leo Hoegh of lowa (right) hands proclamation to G. H. 
McGee, president of the lowa Assn. of Plumbing Contractors, de- 
claring August as Plumbing-Heating-Cooling Month in lowa. The 
governor made the proclamation at the group’s sixty-seventh annual 
convention, April 20 and 21 at the Hotel Savery in Des Moines, la. 


lowa Governor Issues P-H-C 
Month Proclamation . . . 


IOWA CONTRACTORS, at their sixty-seventh annual conven- 
tion recently held in Des Moines, threw their collective 
weight behind the all-industry modernization drive for ’56. 
Governor Leo Hoegh of Iowa was on hand at the convention 
(see above) to sign the proclamation designating August as 
Plumbing-Heating-Cooling Month in Iowa. 

Among other highlights of the convention was the re- 
election of G. H. McGee as president of the state association 
for the coming term. 


# The signing of the Plumbing-Heating-Cooling Month proc- 
lamation is a scene that will be repeated many times during 
the coming months and in all parts of the country as local 
industry groups pledge their support and align themselves 
behind this industry-wide remodeling drive sponsored by 
the All-Industry Plumbing and Heating Modernization 
Committee. Wilbur S. Hokom is chairman of the Coordinat- 
ing Committee for Plumbing-Heating-Cooling Month. 





How One City Is Getting Ready gag- 








STREET SCENE: Huge sign 


Plumbing 
Heating 
Cooling 
Month 


... continued 


A coop way for local p-h 
groups to get ready for Plumb- 
ing-Heating-Cooling Month in 
August was revealed last month 
when Operation Home Improve- 
ment came to Dayton, O. 

The program was launched at 
a special meeting sponsored by 
the Dayton area plumbing and 
heating industry, comprising all 
wholesalers serving the area, the 
Dayton Master Plumbers Assn. 
and local journeymen. 

If attendance and enthusiasm 


are any criterion, the meeting 
was a resounding success and 
provides a blueprint for action 





at busy intersection calls attention of Daytonites to Operation Home Improvement. 


How One City Is 
Getting Ready... 


Contractors and wholesalers team up in concerted 


effort to make p-h-c month succeed in Dayton... 


by other local groups around the 
country. 

Approximately 350 persons 
were on hand to learn all they 
could about Operation Home Im- 
provement, p-h-c month and the 
role they, as individuals, can play 
in making it a success. 

Here’s the way the Dayton 
Plumbing and Heating Industry 
Group, with Wm. Fitzpatrick, 
sales manager of M. J. Gibbons 
Supply Co., acting as chairman, 
launched its program. 

First came the idea of a special, 
industry-wide meeting . . . and 


the inspiration for that came 





from participating wholesalers 

who had attended the Spring 

meeting of the Central Supply 

Assn. in Chicago. 

“It was at the CSA meeting,” 
Fitzpatrick said, “that we con- 
ceived the idea for a similar 
meeting at a local level for our 
contractor-customers.” 

Briefly, here’s the way it 
worked out: 

—The timing was set to coincide 
with Ohi activity by the local 
Chamber of Commerce which 
staged a “clean-up, fix-up 
week,” 

—Local support for the program 
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was obtained from Dayton’s sumer finance committee for Pittsburgh, stressed the impor- 


mayor, Henry Stout, who ap- p-h-c month, then explained tance of consulting the whole- 
peared on the program and how the p-h industry properly saler for advice. 
gave Ohi a good sendoff by of- fitted in with Ohi and stressed —Lewis Garlock, assistant cash- 
fering complete cooperation the need for local participation. ier of Dayton’s Winters Nation- 
from the city fathers. He strongly emphasized the al Bank was the financial rep- 
—Don Moorre, associate director need for time-payment selling resentative and offered the 
of Ohi, came from New York in any remodeling activity. services of banks and other 
to keynote the meeting and tell —Jim Peery, CSA secretary and lending institutions for a “fi- 
the contractors what the pro- secretary of the all-industry nancing clinic.” 
gram could mean to them. committee, outlined details of Details of the above talks will 
—Chas. Thompson, CSA presi- p-h-c month. be given in D.E.’s “Book of Re- 
dent and chairman of the con- —Gene Hannon, Eckstein Co., modeling” in August. END 


These Speakers Helped Launch Operation Home Improvement in Dayton .. . 








Chas. W. Thompson Henry Stout Don Moore 
President Mayor Associate Director 
Central Supply Assn. City of Dayton Operation Home Improvement 





BIG TURNOUT: Approximately 350 people representing & Heating Industry Group, the meeting was a cooperative 


over 250 plumbing and heating contracting firms were effort to acquaint all contractors in the area with Oper- 
on hand to launch Operation Home Improvement in Day- ation Home Improvement and help them make prepara- 
ton, O., last month. Sponsored by the Dayton Plumbing tions for Plumbing-Heating-Cooling Month in August. 
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Who's Your Choice For 
QUEEN COMFORT? 





Contractors are invited to judge beauty contest. It's part of 
the Better Heating-Cooling Council's new promotion to spark 
consumer purchases of hot water heating and piped cooling 


Wuat’s your IDEA of the best 
job in the world? You'd like to 
judge a beauty contest? Well, 
here’s your chance. 

The Better Heating-Cooling 
Council, as part of its nation- 
wide promotion to stimulate con- 
sumer purchases of hot water 
heating and piped cooling, is ask- 
ing the industry’s contractors 
and wholesalers to help them 
select “Queen Comfort’ from 
among the shapely candidates 
shown here. 

Five lovely young candidates 
have been picked by the Council 
to vie for the title. Competing as 
“Miss Sunny Warmth” is pretty 
Mae Conley, a New Jersey gir) 
who has won several beauty con- 
tests in recent years. Louise 


Riley is “Miss Summer Cooling” 


in the contest. She is a drama 
student and lives in Brooklyn, 
New York. Blonde Nan Walker, 
who is “Miss Healthful Heating,” 
is a model who makes her home 
in Bayside, Long Island. Eileen 
Winch is competing as “Miss 
Economy.” This young brunette 
has appeared on several tele- 
vision shows and lives with her 
family in New York. “Miss Mod- 
ern Design” is Alice Heft who 
was a finalist in the New York 
State beauty pageant this year. 

The winner will be announced 
during National Better Heating- 
Cooling Week which begins 
August 6. 

The first public announcement 
of Better Heating-Cooling Week 
will be made at the annual con- 
vention in Milwaukee this month 


of the National Assn. of Plumb- 
ing Contractors. 

Also, contractors and whole- 
salers will receive in the mail 
this month a specially edited 
tabloid newspaper’ containing 
photos of all the candidates and 
full election and campaign news. 

Once the “Queen” has been 
elected, she will be publicized 
nationally to consumers as a 
means of sparking interest in 
home heating. 

After her “reign” during Na- 
tional Better Heating-Cooling 
Week, “Queen Comfort” will be 
available for personal appear- 
ances at home shows, conven- 
tions, new home openings that 
feature hot water or steam heat- 
ing, and meetings of trade associ- 
ations and manufacturers. END 
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MISS MODERN 
DESIGN 








This blue-ribbon panel of industry experts* helped plan 
the new heating and cooling promotion. They are 
officers and directors of the Better Heating-Cooling 
Council. From left: Carroll Baumgardner, National- 
U. S. Radiator Co., Johnstown, Pa.; John H. White, Taco 
Heaters, Cranston, R. I.; Robert E. Ferry, Institute of 
Boiler and Radiator Manufacturers, New York City: 
John E. Reed, H. B. Smith Co., Westfield, Mass.; Owen 
Desmond, Modine Mfg. Co., Racine, Wis.: Robert S 
Rickabaugh, Tuttle and Bailey, New Britain, Conn.; 
Daniel J. Quinn. American-Standard, New York City; 
Virgil A. Good, Burnham Corp., Irvington, N. Y., and 
James M. Legg, Federal Boiler Co., Midland Park, N. J. 
Not shown: Paul K. Addams, Fitzgibbons Boiler Co.., 
New York City. 
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THE AVERAGE AMERICAN 
“dream” house needs a minimum 
of three bedrooms, one-and-a- 
half baths, plenty of space and 
should cost between $10,000 and 
$15,000. 

This was the unanimous deci- 
sion of the 103 delegates attend- 
ing the Women’s Congress on 
Housing, April 23-25 in Wash- 
ington, D. C. The Congress, 
sponsored by the Housing and 
Home Finance Agency, sum- 
moned home-owning house- 
wives from all over the country 
to the nation’s capital to express 
their views about today’s homes. 

Most of the women agree that 
the bathroom is one of the most 
important rooms in the house. 
But, they say, the bathroom too 
often is neglected by builders, 
architects and designers. They 
believe there should be at least 
a bath-and-a-half in a two or 
three-bedroom home, and that 


110 


bathrooms should be spacious 
and have plenty of storage space, 
rounded corners and flat surfaces 
to facilitate cleaning and main- 
tenance. They also want the 
half-bath near the kitchen or 
back yard entrance so the chil- 
dren may wash up before enter- 
ing the main part of the house. 

The women were divided into 
regional discussion groups. Each 
group had its own ideas of an 
average American home. For 
example, New England dele- 
gates want a house with 1,350 
sq ft of living space and a lot 
measuring 7,500 sa ft. They want 
a full basement, kitchen and 
utility room, three bedrooms, 
separate dining room and, in 


Delegates vote for a 
minimum of 114 baths 
per home. But one 
woman calls it “the 


American boo-boo!”’ 





common with women from other 
areas, at least a bath-and-a-half. 

The master bath, the majority 
said, should be equipped with a 
countertop vanity lavatory and 
separate bathtub and shower. 
They want grab bars to help get 
in and out of the bathtub. Many 
expressed preference for wall- 
hung water closets. 

New York and New Jersey 
women demand more space in 
every room and fewer “gadgets.” 
They expressed a preference for 
spending money initially on 
space rather than on appliances. 
It’s much easier, they said, to 
add accessories later than it is 
to add space. 

Southern women think a good 


How the Ladies Feel About Heating: 


Female attitudes on heating were surveyed by reporters for the Better 
Heating-Cooling Council last month at the Women’s Congress on Hous- 
ing. The results will be reported in D. E.’s July issue. 
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house should have 1,500 sq ft of 
living area; three bedrooms, one 
and one-half baths, a dining 


Fixture Makers Answer Critics 


THE BATHROOM has made more progress during the past 


a room, a separate family room 
and plenty of storage space. In 50 years than almost any other room in the modern home. 
1S the bathroom, they want twin Wm. E. Kramer, secretary of the Plumbing Fixture Manu- 


countertop lavatories with con- 
venient cabinets. 

Illinois, Indiana, Ohio and 
West Virginia housewives want 
bathrooms at least two feet big- 
ger than those now being built 
in their areas. 

The majority agree that two 
large bathrooms with a separate 
tub and stall shower would be 
desirable in a_ three-bedroom 
home, although they would set- 
tle for a minimum of one and 
one-half. If it becomes necessary 
to sacrifice some of their dreams 
for the sake of cost, they would 
do away with a garage or car- 
port, separate dining room, den 
and then utility room, in that 
order. 

But while most delegates were 
expressing their preference for 
bathroom facilities in terms of 
more units, one (Mrs. W. J. 
Moore of Pelham Manor, N. Y.) 
called today’s bathroom “a rel- 
ic of the prehistoric age’ and 








facturers Assn., made the assertion last month in answer to 
criticism against the bathroom by delegates to the recent 
Women’s Congress on Housing (facing page). Some dele- 
gates charged that the bathroom “is the most archaic room 
in the American home.” 

One delegate, Mrs. William J. Moore of Pelham Manor, 
N.Y., described the bathroom as “the great American boo- 
boo and a relic of the dark ages.” 

“The manufacturers of bathroom equipment are happy to 
see Mrs. Moore’s statement receive nationwide attention, 
although we can’t agree with her entirely,” Kramer said. 

“The bathroom has made plenty of progress. Not too 
long ago, it was merely a place to take a bath. And back 
around 1900, the privy was a common sight in the backyards 
all over America.” 

Kramer added: “Compare today’s modern plumbing fix- 
tures with the awkward, uncomfortable and inconvenient 
equipment of years ago, and the proof of progress is obvious. 


s “The answer to criticsms such as made by Mrs. Moore and 
other delegates,” Kramer said, “is modernization. After all, 
the plumbing fixture industry only makes the bathroom 
equipment. It’s up to the homeowners to have it installed. 

“However,” Kramer added, “we certainly are concerned 
with what the homeowner wants and we intend to find out 
more about these desires. 

“A poll containing critical questions about every phase 

















































: “the great American boo-boo.” of the bathroom has been prepared and will be distributed 
; (The industry was quick to re- to the 103 delegates who attended the conference.” 
d spond to Mrs. Moore’s analysis. Results of the survey will be distributed to the plumb- 
7 See story below and at right.) ing industry, builders and government agencies. END 
\¢ ar Decla ed on Bathroom 
PR feocetd biog 3 — Raat “While hosdes of exprets| miracle fabrics, we're back to| “I think the bathtub should 
y an today pra iat Fi aig have been ffssing with the| washing by hand. And where|be put up higher. All that 
. the so-called modern bath-| kitchen, poor pid mama is still} do we wash? We wash in the|storage space underneath 
* room. hanging ov the bathtub} bathroom. What do we do with| could be used for towels and 
“It. is still a reJif of the pre-| bathing her qhildren in about | Wet clothes? washcloths.” 
. historic age,” averred Mrs. the same pogtion as her an- “We arrange them in a nice} Wet washables? “Cabinets 
W. J. Moore of Pelham Yi thicket on the shower curtain | built into the wall, with sliding 


Manor. cestors beat 


Ga’ is jote 06 ideta. for |rocks & clothes ON} roq so that papa can invent a|doors, containing plastic rods 


“ at . few new cuss words every|on which to hang the clothes.” 
ey —— vod = me po ers vi BaP morning when he tries to take And furthermore, on the sub- 
women's congress on housing|Tack that you could dry a a shower. s ject of baby's bath: “I'm for 
in Washington April 23-25. towel on. Mrs. Moore, who is “35 andja big, wide. deep basin that 
A number of women| “The towel rack is built for| Proud of it,’ has a boy of 12,a}you could bathe a baby in, 
throughout the country were|a folded towel, so what do daughter 9 and twin sons of|right in the bathroom. 
invited to the parley by the|you do with your towel after 10 months. Her husband is an Those are not all Mrs. 
Housing and Home Finance| using it? You fold it up neatly attorney here. Moore's house ideas, but she's 
Agency. It wants women's|So you'll have a nice, soggy “The fact that babies have| going to stick to the subject 
ideas in preparing. new hous-|towel for your next bath—or|to be bathed every morning | of bathrooms in Washington. 
ing standards. you spread it out on the radi-|has been entirely overlooked| “I feel somebody else will 


































“The great American boo. | ator. by everybody who builds; take care of other rooms. I've 
boo is the bathroom,” she de-| “Another thing: Now hat] houses.” ~ got to be the champion of the 
clared. they have invented all these} What can be done? bathroom.” 














el i 


Wire services carried this story from the Women’s Congress on Housing. The fixture industry’s reply is given above. 


re 1956 DomMESTIC ENGINEERING, JUNE 1956 111 

















THE First Technical Confer- 
ence of the National Warm Air 
Heating and Air Conditioning 
Assn. was held in Chicago on 
May 24-25. The purpose of the 
conference was to briny together 
the industry’s engineers and 
technical men for a discussion 
of current trends and a briefing 
on the latest research develop- 
ments in the warm air heating 


and air conditioning industry. 

The latest theories about the 
anticipated needs and future 
methods of the industry are of 
prime importance for long-range 
planning, the conference spon- 
sors believe. Hence the first con- 
ference included lectures about 
the possible future utilization of 
nuclear and solar energy, the 
heat pump and the use of gas 


Venting a Residential Boiler or Furnace 


By Richard B. Engdahl, Division Chief 
Battelle Memorial Institute 


THE DRAFT REQUIRED to vent 
some heating units (coal, oil or 
gas) is equal to the pressure re- 
quired to move the air into the 
fire box, move it through the 
combustion system, and deliver 
the resulting fumes or gases to 
a point outside the house. Many 
oil and gas-fired heating units are 
internally self-sufficient on draft 
and need only to have their com- 
bustion products delivered out- 
doors. 

Those devices which require 
draft to operate the unit usually 
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require the equivalent of from 
0.03 to 0.06 in water. Draft can 
be provided by a suitable me- 
chanical blower, or draft can be 
provided by a chimney. But 
there are many extraneous things 
which can prevent these devices 
from meeting these simple re- 
quirements. Before considering 
specific draft problems, the basis 
for operation of a chimney 
should be reviewed. 

The fundamentals of draft in 
a chimney are easily explained. 
The simple equation for draft can 


(First of two reports) 


Two-day session covers venting, gas cooling, 


atomic heating, solar energy, heat pumps... 


fuel as an energy source for sum- 
mer cooling equipment. 

Subjects of current application 
that were discussed include heat 
gain, system balancing for year 
‘round air conditioning, pressure 
losses in fittings and diffusers 
and venting. A digest of one 
speaker’s paper is included in 
this issue. Others will appear 
next month. 


be demonstrated in terms of the 
difference between two weights: 
One is the weight of the heated 
gases in the chimney, and the 
other is the weight of a similar 
imaginary column of outdoor air. 
The difference in weight between 
the two columns of air results 
in a force which shows up as a 
draft (a negative pressure) at 
the inlet to a chimney. Height of 
chimney and temperature are the 
main factors affecting draft. Fric- 
tion on the gases flowing up the 
chimney will decrease the draft 
but usually only by a small 
amount. But if a chimney is not 
quite big enough, or has sharp 
bends or obstructions, the fric- 
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tion then becomes substantial, 
and draft troubles appear. 

In the opposite way, a chimney 
can also be too large and, al- 
though this is not a frequent oc- 
currence, it can result in poor 
draft. Some draft troubles can 
be reduced by the use of suitable 
chimney tops. However, the un- 
favorable effects of downdrafts 
from adjacent obstructions can- 
not always be reduced by such 
devices. 


# Almost all chimneys in two- 
story houses are tall enough that 
draft is ample and, to prevent 
excessive amounts of air being 
drawn through the heating unit, 
a draft control is desirable. For 
important safety reasons, gas- 
fired equipment must always 
have a downdraft diverter which 
usually admits house air to the 
chimney in large volumes, thus 
at the same time both reducing 
chimney draft and eliminating 
any chimney influence on the 
heating unit itself. This removal 
of large air quantities may make 
trouble for other combustion de- 
vices. 

Insulation of a chimney is a 
fire-preventing necessity and, 
with intermittently fired equip- 


HEATING 
L— ORYER PLANT 
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Fig. 1 shows the squeeze on efficient fuel 
combustion that occurs when low vents pro- 
duce poor draft and are further stifled by 
air-tight home construction. Draft inducers 


ment, the reduced heat loss helps 
venting by keeping the chimney 
gases warm during the burner 
off-period so that substantial flow 
is under way the next time the 
burner comes on. However, once 
a heating unit is turned on and 
flow is established, the cooling 
effect of even a poorly insulated 
chimney has only a minor in- 
fluence in reducing the amount 
of draft obtained. This is not 
true for appliances because the 
amount of hot flue gas produced 
is so small that the cooling effect 
of a poorly insulated vent pipe 
may be disastrous. 
Construction of chimneys 
should conform to the recom- 
mendations of the National 
Board of Fire Underwriters. 


=» Two influences have been con- 
verging to add to the difficulties 
of venting: the ranch-style house 
with its 10 ft chimney, and the 
increasingly tight construction 
methods being used. Thus the 
motive power (chimney height) 
to move the flue gases is less, but 
at the same time the chimney is 
called upon to overcome the re- 


sistance which air always en- 
counters when entering a tight 
house. Hence, the development 
of the mechanical draft booster 
to counteract these effects. How- 
ever, where two or more chim- 
neys are serving devices which 
are competing for the same air 
supply, the addition of a draft 
booster to one may increase the 
difficulties for the remainder. In 
fact, it is not uncommon for the 
weaker of two chimneys to fail 
completely in such a situation 
(see Fig. 1) and deliver a down- 
draft of cold air to the appliance 
rather than to vent the combus- 


tion gases. 


= (Editors Note: Present-day 
problems of multiple venting in 
low buildings, as demonstrated 
in Fig. 1, indicate the possible 
need for direct fresh air inlets 
to areas housing the heating units 
as a means of offsetting oxygen 
starvation caused by ultra-tight 
construction through weather- 
stripping of openings and use of 
vapor barriers. This would be 
in addition to the use of me- 
chanical draft inducers.) END 


Coming Next Month: Atomic Heating, Gas Cooling 






article above.) 


WATER FIREPLACE 
HEATER 


are an answer to this situation. A fresh air 
intake for the heating unit will also aid com- 
bustion in today’s ranch-style house. (See 
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“THE QUALIFIED CONTRACTOR 
Program is indeed something 
that there is a drastic need for, 
but it will require yeoman serv- 
ice from every qualified contrac- 
tor to make it effective,” writes 
Lawrence R. Hock of Meadville, 
Pa. “Personally, I promise you 
that I shall use all of my influ- 
ence in this locality to institute 
the program and maintain its 
creed. I am more than proud to 
be the first contractor in this 
city to display the window post- 
ers and other material from the 
Kit.” 

Hock’s comments are typical 
of the hundreds of letters that 
have poured into the Domestic 
ENGINEERING Office in the months 
since the now-famous ‘“Who’s 
Responsible?” article launched 
the Qualified Contractor Pro- 
gram last August. 

The question in the title of that 
first article, of course, referred 
to the tragic headlines that an- 
nounce with depressing regular- 
ity new instances of death and 
destruction resulting from im- 
properly installed plumbing and 
heating equipment. The industry 
knew well enough who is re- 
sponsible for these needless 
tragedies and was quick to take 
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c > Qualified Contractor Program . . . (Part 11) 


Contractors Tell How 
They're Tackling the 
Jacklegg Problem 


Newspaper ads, window displays, press notices are 


combined to tell the industry's quality story... 


up the fight against Tinker Jack- 
legg, the homicidal handyman. 
From all parts of the country, 
plumbing and heating contrac- 
tors, long disturbed about this 


industry problem, responded 
overwhelmingly to the opportu- 
nity provided by the D.E. Quali- 
fied Contractor campaign. Many 
wanted specific help in telling 
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NEWSPAPER ADS 
from Q-C Kit tell con- 
tractors’ quality story 
on the local level. 
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newspaper ads, press releases, 
direct mail letter, speech outline, 
and other materials—are familiar 
to all D.E. readers. 

Are these materials meetings 
the need and accomplishing the 
job they were designed to do? 

The answer to this question is 
found in the illustrations on 
these pages. It is also contained 
in the hundreds of letters from 
contractors who are using the Kit 
materials to implement aggres- 
sive Qualified Contractor cam- 
paigns in their local areas. 


« “I am using the Kit materials 
at our Builders Show,” writes 
LeRoy A. Wright of Howell, 
Mich. “I have the firm belief 
that this program is the answer 
to a lot of our problems. I hope 
to get other contractors in How- 
ell to join me in this campaign. 
Judging from some of the instal- 


local contractors are many. 

“We are using the Kit material 
in our newspaper ads,” says 
Keith C. Rutledge, Newton, Ia., 
“and we're also planning to use 
the Kit at our Home Show.” 


s “I am incorporating the news- 
paper ads from the Kit in our 
regular advertising program this 
spring and summer,” says James 
F. Hammond, Libbey, Mont. 
This extensive use of the Kit 
ads (see illustration above), 
which are essentially institution- 
al in nature and do not contain 
an immediate sales pitch, has 
surprised some observers who 
have insisted all along. that 
plumbing and heating contrac- 
tors are not “promotion minded.” 
Here, indeed, is plenty of proof, 
if any were needed, not only that 
a significant number of contrac- 


(Please turn to center of next page) 


QUIZ EXPERT: Charles Mancini, Philadelphia contractor, is an expert on U. S. 
Presidents, whose pictures are displayed on bronze medals in store window. 
He’s also an expert on how to coinbat the Jacklegg menace with the Q-C Kit. 
Illustrated on his store window are two multi-color posters from the Kit. 














” 
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(Continued from preceding pages) 
tors are willing to place sizable 
ads without even the promise of 
immediate return, but that they 
also care enough about the in- 
dustry in which they are engaged 
to spend their money, as well as 
a good deal of time and effort, 
to maintain its health and vi- 
tality. 

The individual contractor, of 
course, utilizes those particular 
parts of the Kit that meet the 
particular needs of his situation. 

“T am sending the sales letter 
from the Kit to a mailing list of 
apartment building owners,” 
says Joseph G. Levee in San 
Francisco. 

“I was certainly glad to get the 
speech outline in the Kit to use 
at one of our Kiwanis meetings,” 


(proper plumbing installations in 
«| San Diego about the same time ; 
“jcaused serious illness among 30F 
tenants of an apartment build- 2 fh 


“It would be wise for any > 
householder,” said Mr. Steele, “to 
check their plumbing and heating FP 
‘\ system and call in a qualified con- | 
lic. id tractor if there is any question. A 

avenue s8 end last 2roperly installed plumbing and 
gan the tf on the eating system has few equals in trac 
ordinances ” he dding to the health, comfort and 
nen u i. sauty of a home.” 

" fanstatied P°*™ late Steele said that while the 
opens 5 deaths {r0P"\nd to better ordinances on 

ast } ante mbing and heating is helpful, 
|the first responsibility for safe 





writes Emerson W. Hetzel of 
Chandler, Ind. 

Other contractors, like James 
H. Steele of Indianapolis (see 
cut), have successfully used the 
press releases from the Kit to 
help tell their quality story. 

Thus the fight to separate 
Tinker Jacklegg from the plumb- 
ing and heating industry, and 
the campaign to inform the pub- 
lic on the benefits of properly 
installed plumbing and heating, 
continue to move forward on all 
fronts with the D.E. Qualified 
Contractor Kit providing the 
ammunition. 

But what about the individual 
contractor? Does his reward con- 
sist solely in the satisfaction he 
gets out of knowing that he is 
contributing importantly to the 





PRESS RELEASES from 
Qualified Contractor Kit 
appear as news items 
quoting the contractor 
on dangers of improper 
plumbing and heating 
installations. This one 
publicized Steele Plumb- 
ing Co., Indianapolis. 


solution of an industry problem? 

“Not at all,” say most contrac- 
tors. While participation in this 
cooperative effort to improve the 
industry, with its strong moral 
obligation to protect the health 
and welfare of millions of Amer- 
ican families, does offer the con- 
tractor rich rewards in terms of 
personal satisfaction, the return 
doesn’t stop there. 

L. R. McGowan, Syracuse, 
Ind., says emphatically: 

“We were definitely assisted 
in obtaining a steam heating con- 
tract merely by explaining the 
Q-C Program. And we were 
helped in getting another con- 
tract by the Qualified Contractor 
sticker on our bid. We plan to 
use the sticker on all our bids 
from now on.” END 





YOUR KIT to 


re's 
he | qustomers 


Use the Qualified Contractor Kit 


to Tell Your Quality Story 


protec! you 


and yourself 


een 0 erp ere rs 


The D.E. Qualified Contractor Kit con- 
tains posters, newspaper ads, press releases, 
speech outline, direct mail letter and other 
promotional items all designed to identify 
the contractor as a responsible businessman 
and qualified installer of plumbing and 
heating equipment. Requests for the Kit 
should be mailed to the Qualified Contrac- 
tor Editor, Domestic ENGINEERING, 1801 
Prairie Avenue, Chicago 16. 
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How can the water softener 
industry catch up with the big 
market potential for its prod- 
ucts? 

Members of the Water Condi- 
tioning Foundation who met re- 
cently in Chicago for their 8th 
annual meeting heard J. F. Lind- 
say, president of the Foundation, 
spell out one solution to the 
problem: 

“One way to really get this in- 
dustry into the big league is to 
sell the nation’s speculative 
builders on the idea that the 
water softener should be in- 
cluded in the basic plumbing 
package,” Lindsay said. ‘“We’ve 
got to crack the new home mar- 
ket to increase sales of our 
product.” 


s The industry moved one step 
closer toward accomplishment of 
this goal during an open forum 
at the convention where pro- 
posed Federal Housing Adminis- 
tration minimum requirements 
for water softeners were dis- 
cussed by members. 

In an exclusive statement to 
Domestic ENGINEERING, John 
Hosford, WCF executive secre- 
tary, stated the establishment of 
the minimum water softener re- 
quirements is significant to the 
industry because it “opens the 
door to widespread volume sell- 
ing to builders and increased ac- 
ceptance of the water softener as 
a standard household utility.” 

He explained that if water 
softeners are to be financed by 
the FHA, equipment will have to 
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Softener Group Seeks 
Bigger Share of Market 






New industry standard to bring softeners under 


F. H. A. insurance; opens door to volume selling 


perform above the established 
minimums, include a satisfactory 
guarantee and provision for local 
dealer service. Hosford points to 
this later point as a possible boon 
to contractors since it calls for 
approved installation and serv- 
ice of equipment. 

Following the forum at the 
convention, Hosford reported, 
comments by members were 
noted and submitted to a special 
committee at a followup meet- 
ing. Additional suggestions 
voiced at this meeting were in- 
corporated into a revised draft 
of the FHA’s proposed minimum 
requirements which was then 
presented to the Federal Hous- 
ing Administration authorities. 

As this issue was going to 
press, the FHA had tentatively 
accepted almost a 100 percent re- 
vision of its original proposal, 
Hosford said. 

The theme of building water 
softener sales to meet market 
potential also was elaborated on 
by Dr. B. F. Bills, president, 
Bills Sales Consultants. 


s “Don’t let contractors forget 
the customer once he’s sold,” 
Bills emphasized. “Suggest that 
they work back, calling on him 
from time to time to see how the 
equipment he bought is perform- 
ing. Maybe you can help the 
contractor show his customers 
how they can increase their en- 
joyment and satisfaction.” 

In a special committee report, 
F. K. Lindsay, chairman of the 
engineering committee, an- 


















J. F, Lindsay, (left) retiring presi- 
dent of the Water Conditioning 
Foundation is shown congratulat- 
ing newly-elected president Dr. 


R. M. Thomas. 


nounced the compilation of a 
guide on household water supply 
standards. Purpose of the guide, 
Lindsay said, is to upgrade wa- 
ter quality in the home by out- 
lining how to eradicate undesir- 
able constituents of water. 
Lindsay also reported that the 
Foundation is preparing a book- 
let to correct the impression that 
soft water causes corrosion. 
In another business session, 
retiring president J. F. Lindsay, 
vice president and general man- 
ager, The Lindsay Co., St. Paul, 
Minn., introduced newly-elected 
president Dr. R. M. Thomas, 
product manager, soft water ap- 
pliances, Rheem Mfg. Co., Chi- 
cago. Elwood W. Scarritt, presi- 
dent, Elgin-Refinite Corp., Elgin, 
Ill., was elected vice president 
and John Hosford was reelected 
secretary and treasurer. END 


















Materials Handling; 


Warehousing... 


How Bell 














The Saga of a 


7-Figure Contractor 


o e 
... third of a series on 
ONE-STOP LOADING with a ininimum of “get-out” time was one goal 
achieved by Bell Plumbing & Heating Co. in its expansion program. 
Facilities are arranged so trucks move in a counter-clockwise “pick-up 
loop” (see diagram above) to speed-up loading operations. 














IN THIS THIRD ARTICLE in a se- 
ries on expansion of plumbing 
and heating operations, based on 
the experiences of Bell Plumb- 
ing and Heating Co., Denver, 
Colo., D. A. Bell and his son 
Douglas discuss the planning and 
execution of facilities for ware- 
housing and materials handling. 

Previous articles explored the 
reasons behind their decision to 
expand and discussed the mer- 
chandising “intangibles.” (See 
the second article ““A Good Front 
Is Important,” May, p. 100.) 


= Bell points out that the key 
to expansion is not necessarily 
size. It is efficiency. 

That was the basic idea behind 


each move undertaken by D. A. 
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Bell in enlarging his operation to 
handle a $4,000,000 to $5,000,000 


gross volume. 


» The biggest plant in the 
world,” he says, “will turn out 
less profitable work than the 
smallest if it’s been put together 
clumsily. We were sure our new 
showroom and stepped up mer- 
chandising (described last 
month) would bring us a major 
business increase. Our next con- 
cern was to handle that huge 
volume without tripping over 
our own size like a kid that’s 
growing too fast.” 

That was the first idea Bell 
presented architects when dis- 
cussion began for the warehouse 
and materials handling phase of 


the company’s $500,000 expan- 
sion program. 

“We want buildings to fit our 
work,” Bell explained. “We 
don’t want to fit our work to 
buildings.” 

The first step in accomplishing 
this was to learn precisely what 
Bell’s work was—that is, what 
materials were used, how often, 
under what circumstances, and 
with what handling difficulties. 
A careful audit of past business 
turned up the statistics that 
showed designers what Bell’s 
problems were and what priority 
they must receive. 


s The item-by-item analysis of 
Bell’s books resulted in a careful 
allotment of space in the 13,250 
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COLLECTION of job materials for one-stop loading is 
another feature of Bell’s streamlined materials handling. 
Here a stockman is shown gathering supplies for a per- 
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imeter heating job. Total warehouse area is 13,250 sq ft. not interfere with traffic circling the “pick-up loop.” 


sq ft of sheltered area devoted 
to stocking and handling, as well 
as in the additional yardage left 
for unsheltered storage. 

The plans called for three sec- 
tions in the storage area, based 
on frequency of use, difficulties 
of handling, and need for shelter. 


» For example, section A _ in- 
cludes 5,000 sq ft of warehouse 
in the main building for high 
traffic fixtures and supplies. The 
section opens onto the main 
truck docks, permitting easy ac- 
cess and movement of the prod- 
ucts most frequently used. 
Section A also includes 3,000 
additional sq ft for heavy or 
“dead” storage—that is, heavy 
fixtures in carload lots for use on 





project work. Set at a 90 degree 
angle to the first warehousing 
area, it is also on truck bed level 
and has four loading portals 
along its 100 ft length. However, 
it does not have a handling dock. 

Class B storage utilizes 5,250 
sq ft of steel prefabricated build- 
ings along the back property 
lines. It serves as storage space 
for used fixtures and materials, 
heavy vehicle parts, and other 
items which must be kept ac- 
cessible but are not in constant 
demand. 


» B area is roomy enough to 
permit job materials to be col- 
lected in medium-sized lots for 
truck loading and also serves as 
garaging for the firm’s vehicles 


and different types of equipment. 

Class C section is unsheltered 
yard area for stockpiling materi- 
als whose bulk or nature makes 
sheltering unnecessary — s oi] 
pipe, steel pipe, and other items 
that need room more than a pro- 
tective covering. 


# Such mathematical planning is 
not confined to space allotments, 
however. The layout of Bell’s 
new plant also has been deter- 
mined largely on findings in the 
firm’s business ledger. 

For example, a study by Bell 
his son, and architects showed 
that if the large operation was 
to move smoothly, early morn- 
ing traffic jams at loading areas 


[Please turn to center of next page) 
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PLENTY OF ROOM for outdoor stockpiling of steel and 
soil pipe is provided. Located in the center of the Bell 
land plot, near pre-fabricating shops, the stockpiles do 














“ENOUGH SPACE so we could buy fixtures in carload EXTENSIVE warehousing facilities were planned so Bell 
can buy a large variety of materials in quantity when the 
the price is right. Here is a 5000 sq ft “high-traffic” ware- 
house stocking all materials for 90 percent of the firm’s jobs. 


lots was one of our expansion goals,” Bell says. In this 
streamlined warehouse all standard fixtures in project- 
size numbers are stored for quick access and transport. 


would have to be eliminated. 

Again the principle of “fill 
most common needs first” ap- 
plied. Maneuvering area in the 
loading sections was made large 
enough to permit many trucks 
on different assignments to con- 
tinue without obstructing each 
other. In addition, a counter- 
clock-wise traffic pattern was de- 
veloped which leads_ trucks 
through a logical sequence from 
most frequent pick up areas to 
the check-out station. 

The first stop is usually at the 
high traffic warehouse—section 
A—where about 90 percent of 
all truck loading can be handled 
because of the arrangement of 
priority items like pipe connec- 
tions, bathroom fixtures, and 
small parts. 


a While the loading is under- 
way, journeymen are only a few 
steps from the tool maintenance 
building where they pick up any 
special tools. 

The truck then moves past 
other buildings which store less- 
frequently used materials. These 
are set along the road in order 
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of importance and are set back 
from the road to permit other 
trucks to pass easily. 

Last stop on this natural loop 
are the fuel pumps and vehicle 
servicing department. 

Bell has allowed plenty of 
room in outlying areas for work- 
men to assemble job materials 
in project-sized lots in one cen- 
tralized location. 

Bell feels that his careful 
planning means that every inch 








en ie 


of his expansion has been in 
muscle, not in fat. Each new foot 
he’s added to his operation con- 
tributes something to the ease of 
operation and every new build- 
ing has been placed where it can 
do the most work. 

“It’s a funny thing,” he muses, 
“The more space you have, the 
less you can waste. It’s a matter 
of mounting overhead that has 
to be compensated for in efficien- 
cy, and that was our goal.” 


ate 


FINAL STOP for trucks navigating the counter-clockwise “pick-up loop” is 
this refueling station located at one end of the tool maintenance building. 
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George L. Lindholm 





Fred J. Wilkey 


George L. Erwin, Jr. 





Charles E. Towner 
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Jess A. McMurry 





Crane Co. Plane Crash Kills Eight 


CRANE Co., and the entire 
plumbing and heating industry, 
suffered a major loss Tuesday, 
May 15, with the death in a plane 
accident of six of the company’s 
sales executives. Two Crane Co. 
pilots also were killed in the ac- 
cident at Jeffersonville, Ind. 

The aircraft was enroute to 
Louisville, Ky., where the Crane 
men were to attend a convention 
of the Heating, Piping and Air 
Conditioning Contractors Na- 
tional Assn. 

The men were: 

James A. Dwyer, 59, vice 
president of industrial sales. 

George L. Erwin, Jr., 60, vice 
president of heating sales. 

George L. Lindholm, 54, 
manager of valve and fitting 
sales. 


Jess A. McMurry, 59, direc- 
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tor of branches. 

Charles E. Towner, 42, as- 
sistant to Mr. Erwin. 

Fred J. Wilkey, 47, special 
representative, industrial sales 
department. 

Randy Mublherin, 54, the 
pilot. 

Robert Robinette, 27, co- 
pilot, and son-in-law of Mr. 
Mulherin. 

Crane President Frank F. El- 
liott was in New York City at 
the time of the accident. Upon 
his return to Chicago that eve- 
ning he issued this statement: 

“This tragedy has stunned us 
all. We share with the families 
of these men a deep sense of per- 
sonal loss. I know that Crane 
Co. employees everywhere join 
in mourning their passing. They 
were not only respected business 


| 
| 


associates, but were friends of 
eople at all levels of our organ- 
ization.” 

On Friday, May 18, at 11:00 
am., all operations throughout 
all of Crane Co. ceased, and the 
company’s 20,000 
stood for three minutes of silent 


employees 


prayer for the deceased men. 

The bodies of five of the men 
were returned to Chicago for 
interment. They were: Messers. 
Erwin, Lindholm, Mulherin, Ro- 
binette and Towner. 

The body of Mr. McMurry was 
taken to Dallas, Tex., that of 
Mr. Dwyer to Philadelphia, and 
that of Mr. Wilkey to Cleveland. 


For Biographies of Crash 
Victims, Turn Page 


121 














continued... 


Biographies of Plane Crash Victims 


JAMES A. DWYER, 59, vice president, industrial 
sales, 1120 Lake Shore Drive, Chicago. He is sur- 
vived by the widow, Marie, and daughter, Mrs. 
Edward Walsh of Cleveland. Mr. Dwyer joined 
Crane in 1917 at Philadelphia. He served as sales 
manager, assistant branch manager and branch 
manager at Philadelphia before being named dis- 
trict manager (district one) at New York City in 
1937. He was appointed manager of branches at 
Chicago in 1943, general manager of sales and 
branches a year later. In 1945, Mr. Dwyer was 
elected vice president of sales and branches, and 
in 1951 was named vice president, industrial sales. 


GEORGE L. ERWIN, JR., 60, vice president, 
heating sales, Cumnock Rd., Inverness Country- 
side, Palatine, Ill. He is survived by the widow, 
Helen, a daughter, Mrs. Nancy Myers, and his 
parents Mr. & Mrs. George L. Erwin, Sr., of Bar- 
rington, Ill. Mr. Erwin joined Crane in 1936 as 
assistant to the vice president of sales. He served 
as district manager (district four), and was man- 
ager of the jobbed products department before 
being elected vice president in July, 1952. Mr. 
Erwin was chairman of the Institute of Boiler and 
Radiator Manufacturers. 


GEORGE G. LINDHOLM, 54, manager of valve 
and fitting sales department, 7056 N. Oakley Ave., 
Chicago. He is survived by the widow, Hazel, and 
two sons, Wayne and George Jr. Mr. Lindholm 
joined Crane at Chicago in 1919, and served re- 
spectively at the company’s general office, Chi- 
cago, the Chicago Works, the Chicago Branch, the 
former Evanston and Northwest side branches in 
Chicago, Louisville, railroad sales in the general 
office and was assistant manager at Detroit. In 
1944, Mr. Lindholm was named assistant manager 
of the Chicago branch, and in 1948 was appointed 
manager there. In 1955, he was named manager 
of the valve and fitting sales department. 


FRED J. WILKEY, 47, special representative, 
industrial sales department, 201 East Walton Place, 
Chicago. The survivors are his parents, Mr. and 
Mrs. Fred Wilkey, 8207 Beman Ave., Cleveland. 
Mr. Wilkey joined Crane in 1929 as a salesman at 
Cleveland. He served as assistant manager and 
manager there before being appointed district 
manager (district three) also at Cleveland in 


1942. He was named district manager (district 
four) at Chicago in 1944 and a year later was 
appointed manager of the valve and fitting sales 
department at the company’s general office at 
Chicago. In May, 1955, he was named special 
representative, industrial sales. 


JESS A. McMURRY, 59, director of branches, 
1540 N. State Parkway, Chicago. He is survived 
by the widow, Mary, a son, Thomas of Irving, 
Tex., and a daughter, Mrs. W. F. Baldwin of Dal- 
las. Mr. McMurry joined Crane in 1917 at Atlanta. 
He was named manager at New Orleans in 1940 
and was manager of the company’s southwest dis- 
trict (five) in 1945. He was appointed director of 
branches July 15, 1955. 


CHARLES E. TOWNER, 42, assistant to the vice 
president, heating sales, Rt. 1, Post and Rail 
Farms, Palos Township, Ill. He joined Crane June 
28, 1937, and served as an engineer in the engi- 
neering and research division at the Chicago 
Works. Mr. Towner was a testing engineer and 
later an assistant research supervisor before being 
named assistant to the vice president of heating 
sales in 1952. Survivors are the widow, Leah, and 
a daughter, Lynne. 


RANDY MULHERIN, 54, pilot, 305 E. Maple, 
Lombard, III. He is survived by the widow, Persis, 
son Robert, also a Crane Co. pilot, two daughters, 
Mrs. Joan Barden, of Maine, and Mrs. Charlotte 
Robinette, widow of the co-pilot. Mr. Mulherin 
joined Crane in August, 1950. He had been a 
private pilot since 1932. He served m the Maine 
Air Transport at Auburne, Maine from 1937 to 
1939, and was an instrument training instructor 
with the Royal Canadian Air Force, Toronto, in 
1939-40. From 1940 to 1950 Mr. Mulherin was with 
the Civil Aeronautics Administration, Washing- 
ton, D. C., as a flight inspector. 


ROBERT ROBINETTE, 27, co-pilot, 509 W. St. 
Charles Street, Elmhurst, Ill. Survivors are the 
widow, Charlotte, a daughter, Susan 6, and a son, 
Randy, 2. Mr. Robinette joined Crane Co. in Octo- 
ber, 1950. He served in the United States Navy 
from 1946 to 1948. From 1948 to 1950, he was 
employed by the Civil Aeronautics Administra- 
tion in Washington, D. C. 
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EAST MAY BE EAST...WEST MAY BE WEST... 


but “Cruising Speed” boiler 
operation is best... anywhere 
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° Gakko Tosho Printing Company, Hara-machi Plant, Tokyo, Japan 





Architect: Mr. H. Kishida and Mr. K, Tange, Tokyo, Japan 
Engineer: Mr. K. Kawai, Toyohashi, Japan 
Heating Contractor; Matsuhisa Industrial Company, Numazu, Japan 


in Far Away Tokyo, Kewanee Boilers Were Selected by Gakké 
Tosho Company Because They Provide Reserve Power to Meet 
Fluctuating Needs. No matter how you say it, in English or 
Japanese, “‘cruising speed”’ boiler operation adds up to the 
same thing in any language. . . higher efficiency, lower fuel 
cost, lower maintenance, less wear and tear, longer boiler 
life. And that’s what management at Gakko Tosho Com- 
pany wanted in their modern Tokyo printing plant. So they 
selected Kewanee Reserve Plus Rated Boilers, Here they 
were assured reserve power to automatically supply steam 
quickly to operate automatic printing equipment, Reserve 






Here is a Kewanee-lron Fireman 


power in boilers means “cruising speed” operation ... Boiler-Burner Unit which assures 
‘round the clock ‘cruising speed"’ 
dependability . .. with enough power always on tap faster, operation at the Gakkd Tosho plant. 


surer. It means boilers rated on nominal capacity. Boilers 

' KEWANEE 
rated on maximum capacity run at constant top speed, 
pile up maintenance and fuel costs-—cut boiler life. Next 
time, choose Kewanee Boilers. Just call for the Kewanee 


reserve Boles rated 





man—in English, Japanese or Sanskrit—and he’ll come 


running to serve you. KEWANEE BOILER DIVISION of 


ba 
AMERICAN-STANDARD, 101 Franklin Street, Kewanee, Illinois K £ WA ad e t @) 4 0 j L £ a y 


You can depend on Kewanee engineering 
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Menmsers of the Gas Appliance 
Manufacturers Assn. took a 
quick look backward at last 
year’s record-breaking sales be- 
fore setting their sights on new 
and higher goals for 1956 at their 
recent annual convention. 

In the opening speech at 
GAMA’S 21st annual meeting 
in White Sulphur Springs, W. 
Va., Harold Massey, managing 
director, said sales of the indus- 
try’s products this year are ex- 
pected to surpass all existing 
records. He told more than 300 
delegates attending that the new 
sales peaks will be “across the 
board.” 

Gas range sales, for example, 
will be stimulated by consumer 
interest in new features and 
mounting demand for built-ins, 
especially for new housing con- 


struction, Massey said. 


# Another source of increased 
sales was revealed by Don 
Moore, assistant director of Op- 
eration Home Improvement. 
Moore said the potential sales of 
gas appliances were pointed up 
by each Operation Home Im- 
provement survey which show 
that homeowners invariably rate 
kitchen modernization at the top 
of their home improvement de- 
sires. Bathrooms take second 
place, Moore said, and heating 
is third. 

Moore emphasized that com- 
panies that will benefit most are 
those which already are active 
in local Ohi campaigns and those 
which start immediately to ex- 
ploit the sales opportunities 
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GAMA Sees Record 
Heating, Appliance Sales 


Manufacturers are urged to tie-in with Operation 
Home Improvement, other remodeling programs... 


opened up by the national drive 
(see p. 101). He suggested that 
manufacturers also work with 
utilities to help dealers partici- 
pate in intensive local Ohi 
drives. 

A progress report on the Gas 
Industry Development Program, 
an industrywide effort to pro- 
mote sales launched four years 
ago, was presented by W. F. 
Rockwell, Jr., GAMA president. 
In his review, Rockwell outlined 
the activities of a consumer ad- 
vertising campaign which orig- 
inated as an outgrowth of the 
program. The campaign, he said, 
is sponsored by 14 industry 
manufacturers to publicize the 
uses of gas fuel in the home. 

The purpose and scope of the 
Gas Industry Development Pro- 
gram was described by Chester 
S. Stackpole, managing director 
of the American Gas Assn. 
Stackpole said he wished to cor- 
rect a popular misconception 
that the program is being limited 
to the ten cities where it was 


started. 
Actually, Stackpole said, a 





Harold Massey 
Managing Director 





Julius Klein 
President 


good number of utilities are 
working on some or all of the 
program recommendations with 
results becoming increasingly 
apparent in major markets 
throughout the country. Stack- 
pole called for active support 
from firms in the gas appliance 
industry for the program. 


s A highlight of the convention 
was the election of officers for 
the coming year. Julius Klein, 
president of the Caloric Appli- 
ance Corp., Philadelphia, was 
elected president to succeed 
Rockwell, who will continue in 
office until October. Rockwell 
is president of the Rockwell 
Mfg. Co., Pittsburgh. 

Other officers elected were 
Clifford V. Coons, vice president 
and director of Rheem Mfg. Co., 
New York City, as first vice 
president; E. A. Norman, Jr., 
president of the Norman Prod- 
ucts Co., Columbus, O., as sec- 
ond vice president, and Stanley 
H. Hobson, president of the 
George D. Roper Corp., Rock- 


ford, Ill., as treasurer. END 





W. F. Rockwell, Jr. 
Retiring President 
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REVERE COPPER 


WATER TUBE 









FIRST LUTHERAN CHURCH 
Glendale, Calif. 


FINDS IT THE ECONOMICAL ANSWER FOR 
ITS RADIANT PANEL HEATING SYSTEM 


Architect: ORR, STRANGE & INSLEE, Los Angeles. General Cont.: 
UNITED LUTHERAN CHURCH, Represented by REVEREND EDWARD 
SPIRER. Heating Cont.: HESS BROS., N. Hollywood. Revere Dist.: 
EDWARDS SUPPLY COMPANY, N. Hollywood & Azusa. 


O., this job the 5,000 feet of 14". Type L Revere Copper 
Water Tube in standard 60’ lengths meant fewer fittings. The 
sure soldering of copper meant tight joints. The non-rusting 
qualities of copper means no clogging or reduction of flow. 
Wrap.up all the advantages of using Revere Copper Water Tube 
in radiant panel heating systems and you have an installation 
that is low in cost and high in reliability. Ask the contractors. 
They say copper costs less than rustable materials and can 
be depended upon to perform for years. 

The beauty of heating a church by radiant panels is that 
traditional as well as modern architectural design may be used 
without having to allow for outlets or radiators. It is the number 
one method of heating churches and similar permanent struc- 
tures. And, when installation is completed panels are invisible. 

The inherent qualities of Revere Copper Water Tube also 
make it the choice of the “on-the-ball” architect and contractor 
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for hot and cold water lines, underground service lines, proc- 
essing lines, drainage and waste lines, vent stacks. See your 
Revere Distributor for your needs. And if you have technical 
problems involving the best way to use Revere Copper Water 
Tube, one of our Technical Advisors will be glad to help. 


REVERE COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, N.Y. 











Mills: Baltimore, Md.; Brooklyn, N. Y.; Chicago, 
Clinton and Joliet, I/l.; Detroit, Mich.; Los 
Angeles and Riverside, Calif.; New Bedford, 
Mass.; Newport, Ark.; Rome, N. Y. Sales Offices 
in Principal Cities, Distributors Everywhere. 

















Questions and Answers 


(Continued from page 26) 
clothes causes added moisture in 
the dwelling. Any clothes dryer 
should be ventilated to the outside 
atmosphere. Gas water heaters or 
other gas and oil burning appli- 
ances contribute large quantities 
of water vapor that must be effect- 
ively exhausted from the dwelling. 

Kitchen and bathroom exhaust 
fans become increasingly necessary 
for providing better control of 
moisture. This is particularly true 
where occupants are unwilling to 
exercise such reasonable precau- 
tions as maintaining open windows 
when clothes are being washed and 
dried, letting excess moisture out 
of the bathroom by keeping the 


What Is Source of Rusty 


To the Editor: 

We have a complaint involving 
rusty water that is just a bit differ- 
ent from others we have encoun- 
tered. This is in a home where the 
domestic hot water is furnished by 
a tankless heater in the heating 
boiler. The piping is galvanized 
steel that is two years old. 

Rusty water is frequently, but not 
always, drawn from the hot water 
spigots. The water clears up after 
about five gallons have run out. 
The condition seems to be at its 
worst when no water has been 
drawn for several hours. 

Is a chemical feeder the solution 
to this problem? 
Maryland TNX. 

To the Reader: 

The cause of this type of com- 
plaint frequently originates through 
the misuse of a black steel pipe 
nipple substituted by mistake in 
place of a galvanized one. 

In the presence of heat, rust is 
developed in varying degrees in 
untreated water when it contacts 
unprotected iron or steel surfaces. 
This is a continuous action and the 


door closed and using the window 
to bring in cool dry air to replace 
the hot, moist air created by bath- 
ing. The best solution, of course, is 
to use dehumidifiers. These are 
available for use in basements and 
also offered in a number of attrac- 
tive cabinets or consoles that may 
be placed in any room in the house 
to provide automatic control of 
moisture. 

It is desirable to eliminate the 
moisture at its source and keep the 
humidity down. One method is to 
have insulation blown into the out- 
side walls to eliminate the existing 
cold surface of the inside walls. 
The reason sweating is worse in the 
areas behind furniture than in open 
air is because the furniture restricts 
the movement of air, thus permit- 
ting the condensation to gather. 

A reprint of an article on mois- 
ture problems published January, 
1955, has been sent to the reader. 
Copies are also available for oth- 
ers interested in this subject. 


Water? 


longer the water is not drawn, the 
greater amount of rust is formed. 
The temperature could vary and 
thus cause more or less rust to build 
up in equal time spans. 

As galvanized fittings must be 
tapped after being zinc dipped, their 
internal threads can rust if pipe and 
nipples are not properly made up 
into the fittings. A plain black 
fitting or union can also be easily 
concealed under gobs of pipe dope, 
paint, or insulation by a careless 
worker. 

Because the rusty water in your 
problem shows up at all faucets, the 
source of the trouble is very likely 
to be found at or near the central 
source of the hot water: the tank- 
less heater. The elevated tempera- 
ture in this area would cause 
rusting at an accelerated rate. If 
a close surface examination does 
not reveal the rusting part or parts, 
it will be necessary to remove 
enough pipe to see if the relatively 
new pipe is actually rusting inter- 
nally. If so, it would be desirable 
to add a chemical feeder as a means 
of reducing the rate of corrosion 
in the system. 


Good or Bad Practice? 
To the Editor: 

We are enclosing a sketch (Fig. 
2) showing a proposed plumbing 
installation and soil stack and main 
vent permitting the water closet to 
discharge directly into the vertical 
line. 

Since we are preparing to revise 
our plumbing code, we would like 
to have an opinion on whether or 
not this is a poor practice. 


British Columbia W.F.C. 


To the Reader: 

The basic objection to the hor- 
izontal main vent shown in Fig. 2 
is that the vent could be fouled in 
case of stoppage in the soil line. 
While some cities accept this type 
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Fig. 2 shows a venting method ques- 
tioned by a reader who wants to know 
whether it’s a good or bad practice. 
What’s your opinion? D. E. will pay 
$5.00 for each letter published on this 
subject. Address all letters to the 
Technical Editor, 1801 Prairie Ave., 
Chicago 16. 


of venting, others eliminate the 
complaint by requiring a lavatory 
waste to enter the 4-in. vent stack. 
This serves as a washout for the 
horizontal portion of the vent. 


D.E. Book Has the Answer 
To the Editor: 
I would appreciate information 
showing how boiler water is used 
(Please turn to top of page 128) 
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It’s amazing how many dollars a comparatively 
small item like American Sanitary’s Whirl-A 
Way can bring in to a wholesaler. Yet it’s simple 


a : 

4 arithmetic: quality multiplied by quantity. As 

a’ in the case of 2x 2, the answer is always the 
same profit. 


Ww 


ia 
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Questions and Answers 


(Continued from page 126) 


in a coil heater that must be in- 

stalled in an oil storage tank. Can 

you help me with this problem? 
New York W.R. 


To the Reader: 

An illustrated chapter on heavy 
oil piping included in Domestic 
ENGINEERING’S 112-page book titled 
“Oil Heating and Oil Burner Serv- 
icing” provides complete informa- 
tion for the above problem. Copies 
are available free of charge to sub- 
scribers as a service to the industry. 
Address all requests to The Editor, 
1801 Prairie Ave., Chicago 16. 


Why a Flow Control Valve? 
To the Editor: 

Why can’t a regular check valve 
be used on a hot water heating 
main instead of a flow control 
valve? 

New York S.O. 


To the Reader: 

The flow control valve has pro- 
vision for changeover from forced 
circulation to gravity circulation. 
This feature is sufficient reason for 
its use. The ordinary swing check 
valve is not properly weighted to 


Obituaries 


function in unison with the circu- 
lator pump’s “on” and “off” cycles. 
p p y 


Steam Heating 
To the Editor: 

How is the circulation of steam 
accomplished in a heating system? 
Where can I get other information 
on this subject? 

Indiana JOX. 


To the Reader: 

Steam circulation is dependent 
on pressure differentials between 
the supply and return pipes in the 
system. The condensing of steam 
and resultant lowering of pressure 
in the heating unit is usually 
enough to create a natural flow of 
steam from the boiler. Valves with 
calibrated flow or metering orifices 
can control or alter steam flow to 
heating units or zones. 

Heating systems are balanced by 
using metering orifices which are 
available with capacities for vir- 
tually any heating size unit or any 
distance from the boiler. The ori- 
fices are inserted in valve unions. 
This medium permits the output of 
heating units in most steam systems 
to be changed without changing the 
basic system or equipment. 

If our reader wishes to pursue 
this subject further, he can find 
complete information in a recent 
book, “What You Should Know 
About Modern Steam Heating,” 
published by the Steam Heating 
Equipment Manufacturers Assn., 
450 E. Ohio St., Chicago 11. END 





James P. Morley, 82, a co-founder 
of the Bastian-Morley Co., Inc., La 
Porte, Ind., died recently. In 1911 Mr. 
Morley formed a partnership with 
William B. Bastian, creating the firm 
which moved from Chicago to La 
Porte in 1917. Mr. Morley served as 
president from 1920 to 1951 and as 
chairman of the board from 1951 to 
1953. Surviving are the widow, one 
son, four daughters and nine grand- 
children. 


Edwin Hall, assistant managing di- 
rector and director of laboratories for 
the American Gas Assn., died recently 
from a heart attack in Cleveland 
Heights, O. Surviving are the widow 
and two sons. 


Archie S. Feinberg, 64, a founder of 
the U.S. Air Conditioning Corp., died 


recently of a heart attack. Mr. Fein- 
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berg entered the cooling and air con- 
ditioning industry in 1926 and was a 
pioneer in theatre air conditioning. 
Leaving usAIRco in 1936, he re- 
mained active in this field until his 
death. Surviving are the widow and 
two daughters. 


Rudolph F. Mutter, 65, for 30 years 
owner and operator of the Rudolph F. 
Mutter Plumbing Co., Easthampton, 
Mass., died recently. Surviving are 
the widow, two sons, one of whom, 
Lawrence P., is assistant to the execu- 
tive secretary of the NAPC, and two 
grandchildren. 


Frederick Porth, 66, executive sec- 
retary of the Michigan Assn. of 
Plumbing Contractors, died recently. 
Mr. Porth had formerly operated a 
plumbing business in Charlevoix, 
Mich., and was a member of the 


Miscellany 
Why Water Softeners? 


Why do homeowners want water 
softeners? 

A survey by Culligan Institute 
says mainly because soft water gets 
clothes cleaner and is easier on 
fabrics, 

The second reason is that it 
makes washing and shaving easier, 
providing a richer lather. Third, 
soft water is easier on the skin. 

Other reasons listed by home- 
owners were economy in soap... 
eliminating rings and stains in fix- 
tures...and simplifying dishwash- 
ing. Those are the sales points of 
softeners—from the customer! 


Creativity in Advertising 

A top advertising executive says 
that new peaks in creativity in sell- 
ing must be reached “to make the 
prospective customers aware that 
you are talking at all.” 

Fairfax M. Cone, president of 
Foote, Cone & Belding, New York 
advertising agency, notes that 
prospects are being bombarded by 
$9 million of advertising of every 
kind and that sellers must com- 
pete with each other for the pub- 
lic’s limited time to read or hear all 
the messages. 

Cone says advertising must be 
extraordinary to capture the busy 
prospect’s attention, but he adds 
that “extraordinary may mean only 
being simpler than ever before to 
understand and appreciate.” 





American Society of Sanitary Engi- 
neers. Surviving are the widow and 
a sister. 


A. J. Lowe, 80 retired Chicago 
plumbing contractor, died recently. 
Mr. Lowe had served on the board of 
directors of the Plumbing Contractors 
Assn. of Chicago. 


Leslie C. Johnston, 33, vice president 
of Char-Gale Mfg. Co., Anoka, Minn., 
died recently. Mr. Johnston was a son 
of the owner of the firm. Surviving are 
the widow, three daughters, the par- 
ents and two brothers. 


Harry E. Harper, 73, chairman of the 
board of Burlington Brass Works, 
Burlington, Wis., died recently while 
vacationing in Florida. Mr. Harper 
served as president of the firm from 
1939 to just a year ago when he relin- 
quished the post to his son, George C. 
Surviving are the widow, one son and 
two grandchildren. 
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UNIFORM LENGTHS OF YOUNGSTOWN PIPE 


make your job easier, quicker 


- » . yet more efficient 
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YOUNGSTOWN PIPE You may compare the importance of uniform lengths of Youngs- 
ie town Pipe with having the right tool for a job ... the right nut 
Smee sane , for a bolt .. . the right washer for a fitting. There’s no lost mo- 
antiorm threading tion. The length you specify is the length you get. 
uniform weldability se Combine this with the 6 other points of uniform goodness in 
uniform wall thickness and size Youngstown Pipe and add the fact that Youngstown is made 
uniform strength and toughness only of the finest steel, quality controlled from ore to finished 
praia product, and you have a real prize winner! Be sure to specify 


Youngstown on your next order. 


Manufacturers of 


THE YOUNGSTOWN SHEET AND TUBE COMPANY carton siics and Volby suet 


General Offices Youngstown, Ohio District Sales Offices in Principal Cities 


COUNTRY TUBULAR GOODS - CONDUIT AND EMT - 
- HOT ROLLED RODS - COKE 
RAILROAD TRACK SPIKES MINE ROOF BOLTS 


SHEETS - STRIP - PLATES - STANDARD PIPE LINE PIPE ol 
MECHANICAI TUBING COLD FINISHED BARS HOT ROLLED BARS WIRE 


TIN PLATE ELECTROLYTIC TIN PLATE BLACK PLATE 
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New Products 





(Continued from page 80) 
Two-Sided Bathtub 
AllianceWare has introduced a 
two-sided bathtub with finished 
apron on each side for serving two 


adjoining bathrooms. The tub fea- 
tures an opaque sliding door that 
rides a track on each rim, enclosing 
the bathtub from either or both 
sides. The unit is offered in the 
standard 5-ft size only. 

Manufacturer: AllianceWare, 
Inc., Gaskill Rd., Alliance, O. 


Steam Trap 

Sarco has introduced a stainless 
steel thermodynamic steam trap 
that features one moving part. The 





trap is available in 3s, 4%, %4 and 
1 in. sizes for pressures ranging 
from 10 to 600 psi. The %8 in. size 


(see cut) has been designed to 
handle both light and heavy loads 
against back pressures up to 50 
percent of inlet pressure. The trap 
closes tight under no load. The 
trap consists of three stainless steel] 
parts: the body, cap and valve 
disc, the only moving part. 

Manufacturer: Sarco Co., Inc., 
Empire State Bldg. New York 
City 1. 


Porcelain Enameled Sinks 
Crown-National has added color 

to its lines of vitreous porcelain 

enameled steel sinks. The sinks are 





now available in six colors and 
white. 

Manufacturer: C ro w n-National 
Co., 137 S. Water Market, Chicago. 


Room Air Conditioners 

Mitchell Mfg. has_ introduced 
three room air conditioners in- 
cluding a compact model, a case- 
ment window model and a model 
that draws 742 amps of electricity 
(illustrated). The compact model 
is 1634 in. thick, 15 in. high and 32 
in. wide and is adaptable to various 
types of installations. The unit is 


Janitrol Announces Year-round Air Conditioner 


Janitrol has designed a combina- 
tion gas-fired heating and air-cool- 
ed summer air conditioner for resi- 
dential and light commercial ap- 
plications. The unit has heating 
capacities ranging from 100,000 to 
140,000 Btu and cooling capacities 
of 2, 3 and 5 hp. A built-in bypass 
of the heat exchanger during cool- 
ing provides a straight, unrestricted 
air flow from the blower to the 
cooling coil, allowing the unit to be 
switched from heating to cooling 
during changing weather. When 
the bypass is closed, air passes 
through the heat exchanger into 
the ducts for heating. The air- 
cooled remote compressor-con- 
denser operates with outside tem- 
peratures up to 125F and features 
top exhaust and wrap-around lou- 
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vers. A special compartment for 
the evaporator coil is in the cabinet. 

Manufacturer: Janitrol Heating 
and Air Conditioning Div., Surface 
Combustion Corp., Columbus 16, O 


available in %4 and 1-hp sizes and 
features a slideout chassis and a 
large coil. The casement window 
model is available in 34 and 1-hp 
sizes and can be installed half-in, 
half-out of the room or flush with 
the outside window line. It features 
an automatic thermostat, “V” type 
coil, condensate removal and four 





directional air control. A %4 hp 
model designed for attachment to 
a 115-v outlet fits windows from 
27 to 50-in. wide. It has an auto- 
matic thermostat to be mounted in- 
ternally or on a wall, single knob 
control and adjustable louvered 
front grille. 

Manufacturer: Mitchell Mfg. Co., 
Div. Cory Corp., 2525 N. Clybourn 
Ave., Chicago 14. 


Lawn Sprinkler Head 
A pop-up lawn sprinkler head 
packaged in a 6-pack carrying car- 





ton has been introduced by Kiener 
Co. The heads are designed to be 
installed flush with the ground on 
level or sloping terrain. When the 
water is turned on, the pop-up as- 
sembly unit is projected upward to 
spray in a full, %, % or % circle. 
When the water is turned off, the 
unit retracks to flush with ground 
level. It features an adjustable 
spray and interchangeable parts. 
Manufacturer: The Kiener Co., 
1045 Richmond St., Los Angeles 33. 


Pipe Racks 

Portable heavy duty pipe racks 
for storing pipe and tubing have 
been announced by Palmer-Shile 
Co. Features include flush bottom 
and top, full wrap-around crane 
bars and an extra thickness of lift 
bar welded to the rack. The units 
are built to handle pipe and tubing 
of specified lengths. 

Manufacturer: Palmer-Shile Co., 
16076 Fullerton, Detroit 27. 

(Please turn to top of page 134) 
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le. We agree that only ove control is illustrated ential at 40 pounds cut-out! That’s why the Penn 
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id BUT this Penn Series 154 does the work of two 154 helps ee deliver the most water per 
le or more water system pressure controls! In one dollar of electricity. ; 
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)., Actually, the Series 154 is a complete line of plified design that makes field adjustments easy. 
3. controls in one unit! Changing the differential setting affects cut-in 
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AUTOMATIC CONTROLS FOR HEATING, REFRIGERATION, AIR CONDITIONING, GAS APPLIANCES, PUMPS, AIR COMPRESSORS, ENGINES 
NE 1956 Domestic ENGINEERING, JUNE 1956 131 




























Up to 1,000 pounds greater built- 
in weight gives the new Inter- 
national 300 Utility stamina to 
cut downtime, traction to step 
up output. 








MGW! International 300 Utility Tractor 


with POWER STEERING 


Steer single-handed, maneuver in cramped quarters... 
keep the other hand free to control equipment! The new 
International 300 Utility with power steering gives the 
operator finger-ease control of the wheel—even with heaped 
half-yard bucket on a heavy-duty loader. One-hand steer- 
ing lets him load, doze, backfill, grade and level on the go! 
With 300 Utility built-in strength and stamina, users re- 
port they move up to 25 per cent more dirt in a day than 
with lighter-weight, harder-to-handle outfits. 


IH power steering blocks kickbacks from the front wheels 
to lessen operator fatigue—yet retains the ‘“‘feel of the 
wheel” and normal self-return. It is powered from the 
Fast trenching with 300 Utility power! Rear- tractor’s regular Hydra-Touch hydraulic system, eliminat- 
mounted and hydraulically controlled, this ing cost of a separate pump. Get the feel of the wheel at 


trencher digs as deep as 6 feet, from 5 to 14 : 
inches wide. your very first opportunity! 





Your IH Dealer will demonstrate! ... look in the classified directory, phone 

i today for an on-the-job test ...see how you can cut trenching and backfill 
costs with International 300 Utility power, stamina, and matched special duty 
equipment. For free folder write International Harvester Company, Dept. 
DE-6, P. O. Box 7333, Chicago 80, Ill. 


See Your 


INTERNATIONAL HARVESTER DEALER 


International Harvester products pay for themselves in use—McCormick Farm Equipment and Farmall Trac- 
tors... Motor Trucks ... Crawler and Utility Tractors and Power Units—General Office, Chicago 1, Illinois 
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New Products 





(Continued from page 130) 
Counterfiow Furnace Line 
Chrysler Airtemp has introduced 
a series of gas or oil-fired counter- 
flow furnaces for slab-type homes 
and various types of perimeter 
heating systems. The units are de- 


signed for zero clearance installa- 
tion in closet or alcove. The series 


includes three gas and three oil- 
fired models in 65,000, 80,000 and 
100,000 Btu capacities. The factory 
assembled units are shipped ready 
for installation with thermostat, 
front flue outlet, combination blow- 
er and limit control, glass fibre in- 


sulation faced with aluminum foil, 
built-in filter rack, centrifugal type 
blower and a corrugated heat ex- 
changer, An optional cooling coil 
case is located at the bottom where 
an evaporator coil can be added 
later without duct changes. Gas- 
fired models have a single port up- 
shot burner and oil-fired models 
feature a high pressure gun-type 
burner. The furnace can be used 
with condensers to provide summer 
as well as winter air conditioning. 

Manufacturer: Airtemp Div., 
Chrysler Corp., 1600 Webster St., 
Dayton 1, O. 





High Backed Lavatory 


Universal-Rundle has designed a 
6-in. high integral back lavatory for 





schools, institutions and industrial 
installations. The unit is furnished 
with a one-piece steel hanger for 
wall hung installations. China legs 
(see cut), chrome legs and towel 
bars in round or hexagon styles are 
optional. The china legs can be 
used to mount the rim of the lava- 
tory 24, 27 or 31 in. high. The unit 
is available in 4 and 8-in. centerset 
models in a choice of six colors or 
white. 

Manufacturer: Universal-Rundle 
Corp., 217 N. Mills St., Box 960, 
New Castle, Pa. 


Pipe Coupling 
A coupling for connecting 
grooved pipe in sprinkler fire pro- 





tection systems has been introduced 
by Gustin-Bacon. The couplings 
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connect bulk runs, risers and other 
piping and are available in seven 
sizes from 2 to 8 in, in diameter. A 
larger coupling is available for 
heavy construction and another for 
plain end pipe. 

Manufacturer: Gustin-Bacon 
Mfg. Co., 210 W. Tenth St., Kansas 


City, Mo. 


Refrigerator-Range Models 
Admiral has added two refrigera- 
tors, an upright freezer with 
straightline cabinet styling and 
three electric ranges with optional 
chrome cooking tops to its appli- 
ance line. Both refrigerators are 


10.7 cu ft models with a 63 lb frozen 


food capacity. The 10.7 cu ft match- 
ing freezer has a 360 lb capacity. 
The range line includes two 40-in. 


models and a 30-in. model. Both 


40-in. ranges have circuit breakers. 
The 30-in. and one 40-in. range 
feature 7-heat surface element con- 
trols. The 30-in. model also has a 
two-speed broiler. 

Manufacturer: Admiral Corp., 


3800 Courtland St., Chicago 47. 


Stainless Steel Sink Line 


A line of stainless steel class- 
room sinks for schools has been 
introduced by Just Mfg. The seam- 


less sinks feature rounded interior 





corners and undercoating to deaden 
sound. The sinks are furnished with 
stainless steel crumb cup strainer 
or chrome plated brass flat strainer. 
Special sink sizes and special drain 
and faucet punchings are available. 
Manufacturer: Just Mfg. Co., 
9233 King Ave., Franklin Park, III. 
(Please turn to top of page 139) 








York Heat Pump Uses Outside Air As Heat Source 


A heat pump system using out- 
side air as a heat source has been 
developed by York. The system 
utilizes a refrigeration technique 
called “compound compression” 
which permits heat pump operation 
with outside air at OF. Thermo- 
statically controlled valves guide 
hot or cold water flow in and out of 


the system as compressors auto- 
matically move from single to com- 
pound compression stages when 
the temperature drops below a cer- 
tain point. During warm weather 
the system is reversed automati- 
cally to chill water for cooling. 
Manufacturer: York Corp., 
Roosevelt Ave. & P.R.R., York, Pa. 
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THERE’S MONEY IN MODERNIZATION 


...and now is the time to go after it! 





American-$tardard 
makes little BOILERS big business 


While many contractors have been busy on new construc- 
tion contracts, the market for modernization jobs has gotten 
bigger and bigger. Today, this highly profitable type of busi- 
ness is a natural way for you to boost sales and profits. 


It’s an easy market to sell, too, when you handle American- 
Standard cast-iron boilers. Here’s why: 
1. These good-looking boilers are nationally advertised on 
television and in full-color magazine ads. Your customers 
know you sell a quality product. 


2. American-Standard boilers are compact, efficient, durable, 
and easy to install . . . ideal for all homes, with or without 
» basements. 


Why not look into the profit opportunities in the moderniza- 
tion market? American-Standard will be glad to help you. 
For details, contact your distributor, or write to AMERICAN- 
StanpaRD PiumBinc & Heatine Division, 40 West 40th 


Street, New York 18, New York. 
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HOT WATER HEAT 
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Standard bathrooms! Fitting 






ave two 


AericaN - 
you'll, 
fi Two bathrooms end family traffic jams. There’s room—and their / 
leisure time—for everyone- And two American-Standard ioe 
bathrooms are amazingly inexpensive. g an 
store s 
$6.08 a week® is all it costs for the three beautiful fixtures snateri 
shown above - - - and the three fixtures for the second bath- - 
room to the left cost only $2.56 a week*. It’s 
Notice the smart styling, beautiful colors, easy-to-keep- interes 
clean surfaces of these ‘American-Standard fixtures. And Ameri 
notice, too, these extra conveniences - «+ people 
. the full bathing area of the Neo-Angle bath, above, advert 
that fits intoa 4x 4-foot space- aids— 
. the wide, wide counters (for holding toiletries) of the called 
Symphony lavatory above. 
call yc 
For more information see your American-Standard retailer—ask AMERI 
him about easy payment terms. He's listed in your phone book's W 
est 


Yellow Pages under “phumbing fixtures” OT “plumbing supplies. 
ro oe - — —— —e Or mail the coupon at the left for 4 helpful booklet. AMERICAN 
10g in coin to cover STANDARD PLUMBING AND HeaTInc DIVISION, Pittsburgh 30, Pa 
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a SECOND BATHROOM takes up 


less floor space than you think. bathrooms 
Find out how American- 
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bring you modernization prospects 


who prefer American-Stardard quality! 


The Most Beautiful Bathrooms are American- Standard. 
This is the theme being hammered into the minds of 
home owners everywhere. They see it again and again in 
such popular magazines as THE SATURDAY EVENING POST, 
BETTER HOMES and GARDENS, AMERICAN HOME, HOME 
MODERNIZING and SMALL HOMES GUIDE. They hear it 


repeated over and over on network TV—on TODAY by 
Dave Garroway and on HOME by Arlene Francis. And the 
double-barreled impact of these persuasive messages and 
realistic bathroom scenes is making additional millions 
of people conscious of the beauty and quality of American- 
Standard bathrooms. 


Display and promote these popular products 


To get your share of the business this double-barreled 
program is creating, feature your own store displays of 
products shown in the magazine ads and on TV. Be sure 
to include the eye-catching new American-Standard Brass 
Fittings Display that helps you sell bigger-profit jobs. And 
you'll certainly want your townsfolk to know that you are 
their American-Standard retailer—through local advertis- 
ing and the use of American-Standard window streamers, 
store signs, direct mail and other personalized advertising 
material available to you. 

It’s easy for you to tie in and cash in on the terrific 
interest stimulated by American-Standard advertising. 
American-Standard offers everything you need to tell 
people that you are local headquarters for these nationally 
advertised bathrooms. There’s a complete array of selling 
aids—plus a special new promotion package, appropriately 
called the American-Standard Profit Builder. See, wire or 
call your distributor now for details. It’s the greatest ever! 
AMERICAN-STANDARD PLumBinc & Heatine Division, 40 
West 40th Street, New York 18, New York. 
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NEWS American-Standard 


BASEBOARD PANELS 


make it easier than ever to sell hot water heat 


There’s a rapidly growing preference for homes with 
clean, even, hot water heat; and especially for heat- 
ing in its most modern form... with baseboard 
panels. No radiators, registers or grilles—just in- 
conspicuous panels which replace regular wood 
baseboard, and add to usable floor and wall areas. 

The new line of American-Standard baseboard 
heating panels includes both cast-iron and non- 
ferrous types, with a wide range of models and sizes 
which enables you to benefit from the entire market. 
These new baseboard panels are not only the 
smartest-looking and most efficient, but also easier 
to assemble and install. 

The brief descriptions below will give you some 
idea of their advantages. For more information, 
+ contact your Distributor, or write to AMERICAN- 

Stranparp Prumpinc & Heatine Division, 40 West 
- & 40th St., New York 18, N. Y. 


Coan 











prea NEW RADIANTRIM PANELS 





Here’s real style appeal . . . plus simpler in- 
stallation. Beveled front and radial corners 
give smart, modern appearance. New-design 
enclosure covers reduce expansion problems 
and simplify installation. Ratings are I= B=R- 
approved . . . panels are available in 12, 18 
and 24-inch lengths. 








Now available 
Paget agg NEW HEATRIM PANELS 





There’s a panel for every type of job: Model 
75-B for areas with high heat loss . . . Mode! 
75-A for extra-compact installations . . . 
Model 100 where large water-carrying 
capacity is required. All ratings are I= B=R- 
approved—panels are efficient in use, easy 


to install. 
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New Products 





(Continued from page 134) 

Packaged Air Conditioners 
Two types of packaged air condi- 
tioners for commercial and indus- 
trial applications have been 





announced by Unarco. One type is 
equipped with evaporative conden- 
sers, the other with water cooled 
condensers. Both are available with 
steam, non-freeze or hot water 
heating coils as optional accessor- 
ies. The units are available in eight 
sizes ranging from 74 to 60 hp. The 
10 through 30 and 60 hp models 
have multiple compressors, and a 
refrigeration circuit for each com- 
pressor. Under light load condi- 
tions only one system operates; as 
the load increases, the other sys- 
tems cut in automatically. The 
water cooled models use either a 
direct water supply or a water 


tower as a cooling source. Both 
types are factory assembled, ready 
for installation. 

Manufacturer: Union Asbestos & 
Rubber Co., Heating and Cooling 
Div., 332 S. Michigan Ave., Chicago. 


Fastening Tool 

Olin Mathieson has introduced a 
manually-powered fastening tool 
for seating fasteners into such ma- 
terials as concrete, masonry, brick 
and steel. The tool is powered by 
a manually swung hammer to seat 
drive pins or threaded studs from 
3% to 3-in. in length. A hand guard 
provides safety and a firm grip on 
the tool. The semi-circular level- 
ing plate can be removed to reach 
into corners or narrow spaces. The 


oF 





tool is supplied in a metal carrying 
kit which also contains long and 
short collars, and %4 and “¢-in. 











Gaffers & Sattler Announces Built-In Oven-Burner 


A built-in oven and burner has 
been announced by Gaffers & Sat- 
tler. The oven features a stainless 
steel automatic roasting control 
probe (see D. E. for April, p. 142). 
The oven also incorporates a ten 
position broiler elevator and a ro- 
tisserie. A top timer is employed to 
automatically shut off the burners 
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when cooking time is completed. 
Other burner features include low 
heat pilots and a gas pressure regu- 
lator engineered to maintain an 
even flow of gas. A gas filter guards 
against clogged pilots. 
Manufacturer; Gaffers & Sattler, 
Div. of Utility Appliance Corp., 
4561 E. 50th St., Los Angeles 58. 


stud holders and drive rods. 

Manufacturer: Olin Mathieson 
Chemical Corp., 460 Park Ave., 
New York City 22. 


Cast Iron Boiler 

A factory assembled and crated 
cast iron boiler for circulating hot 
water systems has been introduced 








by Utica Radiator. The oil-fired 
boiler comes complete with jacket 
burner, tankless heater (optional), 
circulating hot water pump and 
controls that are wired and ready 
for piping hook-up. The boiler is 
available as a 3-section unit with 
445 sq ft heating capacity, or 4-sec- 
tions with 610 sq ft capacity. 
Manufacturer: Utica Radiator 
Corp., 2310 Dwyer, Utica, N. Y. 


Seven Day Time Switch 

A seven-day time switch for on/ 
off control of lighting, heating, ven- 
tilating or air conditioning in of- 
fices, industrial and _ institutional! 
buildings has been introduced by 
Tork Clock. The dial switch is 
divided into seven sections, marked 
for each day of the week. The dial 
will accept screw-on trippers for 
on/off action at two-hour periods 
in each of its daily programs. The 
trippers also permit manual opera- 
tion. The unit is designed to start 
and stop a given operation at dif- 
ferent times each day and to eli- 





minate all operations on weekends. 

Program schedules can be changed. 
Manufacturer: Tork Clock Co., 

Grove St., Mount Vernon, N. Y. 
(Please turn to top of page 144) 
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Sanitary drainage systems installed ‘ASTER with less effort 


Lightweight Copper Tubes and Fittings permit 
use of time-saving prefabrication methods 


we 


In the copper tube sanitary drainage system at the left, four sec- 
tions (circled ) can be prefabricated in the shop while waiting for 
construction to reach the roughing-in stage. The work is done 
easier and faster and helps eliminate costly delays to building 
schedules. 

= - Preassembled units are easy to handle. Using ANAconDA Type M 
g i Copper Tube and Anaconda Fittings, the approximate weights are: 
































Section 3 — 9% lb. 
Section 4 — 39% Ib. 


Section 1 — 9' Ib. 
Section 2 — 13 Ib. 


When the lighter weight Copper Tube, Type DWV, is used, the 
total weight will be 10 Ib. less. 

Compare these weights with similar sections made with ferrous 
pipe and fittings. 






























Copper tubes offer other advantages: 


Save space. A 3” copper tube stack with fittings can be installed 
within a standard 4” stud partition. 

20’ standard lengths eliminate many joints in long runs. 
Copper tube Cutting copper tube to exact dimension is fast and easy with 


roughing-in layout hacksaw or wheel cutter. 
for sanitary drainage Solder joints can be made easily in tight places and the com- 
system of two-story pact fittings reduce cutting of studs and joists. 


house—two complete 
baths and kitchen sink. 


Circled areas are 


A correct fitting for every part of every job 








sections which can There is a full line of ANAaconpA Cast Bronze Solder-joint Fit- 
be preassembled. tings. They are available in nominal sizes from 114” to 8”, range 
from elbows, tees, couplings, adapters, regular and long-turn tees, 
Y-branches, traps, closet bends and flanges. 
a Write today for booklet, “Copper Tubes for Sanitary Drain- 
age Systems,” and see why more and more builders and plumbing i 


contractors are changing to copper. Address: The American Brass 
Company, Waterbury 20, Conn. In Canada: Anaconda American 
Brass Ltd., New Toronto, Ont. bens 














ANACONDA 


COPPER TUBES AND FITTINGS 











Available through plumbing wholesalers 
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be They know it’s the healthiest heating “ ever! 
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Clean, draft-free, natural heat circulation means fewer colds . . . means 
children can play on the floor in coldest weather because floor areas are 
warmer. It’s the cleanest and most comfortable, too, because dust and 
dirt aren’t blown into and around living spaces . . . yet clean, warm air is 
circulated into remotest corners. 

Let us help you convince your customers that they can enjoy these 
advantages, and many more, with today’s finest heating system, because 
its installed cost is surprisingly low. 


Our Catalog No. 302 gives you the 
facts. Write for it today. 
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F ORD OMATIC SAVES 


16 hand-and-foot motions every traffic stop 


Cuts maintenance costs! 





Cuts route costs! 





With manual-shift, 3-speed transmission, a driver 
makes 20 hand-and-foot motions every traffic 
stop. On the other hand, new FORDOMATIC drive 
needs only 4 simple foot motions. Saves 16 waste 
motions a stop . . . over 2,000 in a typical day of 
city driving! 

This smooth, effortless automatic shifting pro- 
vides the correct application of power for all 
driving conditions . . . saves driver’s time and 
energy, makes driving safer. Ask your Ford 
Dealer for a prove-it-yourself demonstration. 







You can be proud of the stylish new Ford Custom Panel 
(shown, slight extra cost) in your business. And it has 


plenty of capacity . . . 155.8-cu. ft. all-steel, reinforced 
body. New Short Stroke engines (133-h.p. Six or 167-h.p. 
V-8) give more miles per gallon. Biggest brakes (for 
safety, long life) in the 44 -ton field. 








Fordomatic pays for itself 
3 ways: 


1. CUTS MAINTENANCE COSTS—No clutch 

repairs! No shock damage to transmission 

gears, to differential, to rear axle. This means 

more dependable performance . . . longer life 
. greater tire mileage. 


2. CUTS ROUTE COSTS—FORDOMATIC 
speeds up service calls with faster getaway; 
eliminates waste of gas through faulty gear- 
shift judgment. Drivers make more calls, 
more sales with FORDOMATIC. 


3. BOOSTS TRADE-IN VALUE—The trend is 
to FORDOMATIC. Come trade-in time your 
truck will be worth more. So when you 
buy your new Ford Truck, make sure 
it’s got FORDOMATIC. 











FORD TRUCKS 


LAST LONGER 


Studies of latest license registration data show 
Ford Trucks last longer than any of the other four leading makes. 
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CARLTON Stainless Steel Sinks provide... 


“The bright spot in. your. kitchens, 


For the finishing touch to a truly modern kitchen, specify a Carlton Stainless 
Steel Sink. Its silvery sheen blends with every color scheme. It is as easy to 
keep clean as washing a glass. No surface enamel to chip or crack. No discoloration, 
rust or stain. Special rubberized undercoating hushes dish clatter and 
reduces garbage disposer noise to a whisper . . . Carlton Stainless Steel Sinks 
save you money on installation costs, too. The Carlton double sink bow! shown 
above (32” x 21”) weighs only 17 pounds; can be installed in a jiffy — saves 
you money on shipping costs also... Carlton Sinks come in standard sizes 
that require no custom fitting. Send today for our Illustrated Catalog 97. 


Carrollton Manufacturing Company (Sink Division), Carrollton, Ohio. 


‘The bright Apot im your kitchens: 





Cariton Sinks Have 
Still Other Advantages 


Every housewife will appreciate the 
greater bowl depth, allowing over a gal 
lon more water capacity; the splash-free 
center wall, the extra resilience of stain 
less steel which reduces dish breakage, 
keeps silver from scratching. And Carl 
ton Sinks Can never wear out! 


—— oe ee ee ee St Ee ee 


“~~ Ee. 
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New Products 





(Continued from page 139) 
Star Drill Set 
A star drill set for penetrating 
up to 12 in. of masonry has been 





developed by Engineers Tool. De- 
signed for use in tight workspaces, 
the set consists of a head handle 
and three sizes of bits: 4%, % and 
7g-in, The oil-hardened steel set 
weighs about 10 lbs. 

Manufacturer: Engineers Tool 
Co., 116-118 W. Main, Lake City, la. 


Residential Attic Fan Line 
American Blower has developed 
a series of residential attic fans that 
feature a V-belt drive engineered 
for low speed operation. The fan 
wheel rotates on ball bearing 
mountings and the motor is mount- 
ed on resilient rubber cushions. 





The units are offered in eight sizes 
ranging from 4400 to 21,500 cfm 
capacity. Nominal wheel diameters 
range from 28 to 48 in. and motors 
are offered in sizes ranging from 
1/6 to % hp. Fans having wheel 
diameters of 24, 29 and 36-in. are 
available with metal side panels for 
ceiling installations. Larger sizes 
are offered with a suction box. 
Manufacturer: American Blower 
Corp., 8111 Tireman Ave., Detroit. 


Dishwasher 


Given Mfg. has introduced an 
automatic dishwasher for home use. 
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The five cycle dishwasher features 
a centrifugal pump that is designed 
to recirculate washing or rinsing 
water at 60 gpm through the stain- 
less steel rotating distributor arm. 
The unit uses 9 gal. of water per 
load. It is 24 in. wide, 24% in. deep 
and 3414 in. high and may be con- 
nected and serviced through a low- 
er front panel. The oven type door 
pulls two contour shaped racks out 
which hold a service for eight. A 
circular coil at the bottom of the 
wash area preheats rinse water to 
160F and also aids the drying cycle. 
A waist high control panel con- 
tains five lights which indicate the 
various stages of the washing-dry- 
ing cycle. Control flexibility per- 
mits adjustment of the cycle to 








repeat, shorten or eliminate any 
phase, as desired. 

Manufacturer: Given Mfg. Co., 
3301 Fruitland Ave., Los Angeles. 


Tube Welding Rings 

A consumable solid insert ring 
designed for pipe welding without 
backing rings has been developed 
by Grinnell Co. Produced for all 
standard or special pipe and tube 
sizes from 114-in, diameter up, the 
rings are available in many types 
and grades of materials including 
mild, alloy and stainless steels. The 
rings are designed to produce a uni- 





form, smooth weld contour free of 
crater and center line cracks with 


a minimum of weld passes. 


Manufacturer: Grinnell Co., Inc., 
Industrial Piping Div., 289 W. Ex- 


change St., Providence 1, R. I. 


Gas-Fired Furnace Line 
A line of gas-fired furnaces for 
residential applications has been 





announced by Thermo-Products. 
The units have input capacities of 
106,000 and 138,000 Btu. The fur- 
naces are fully insulated and com- 
pact and feature cabinets of fur- 
niture steel construction with 
maroon hammerloid finish. Coun- 
terflow and highboy units are also 
available. 


Manufacturer: Thermo-Products, 
Inc., 326 Garfield, N. Judson, Ind. 


Insulated Air Duct 

A prefabricated glass fibre air 
duct developed for residential heat- 
ing and air conditioning has been 
jointly developed by Gustin-Bacon 
and the Coleman Co. The duct can 
be used without wrap-around in- 





sulation or separate moisture 
barrier and is designed not to de- 
teriorate under high or low humid- 
ity conditions. Glass fibres bonded 
with phenolic resin make up the 
duct material. Outside surfaces are 
covered with aluminum-pigmented 
vinyl, inside surfaces are phenolic 
sprayed. Metal expansion couplings 
are used to connect straight sec- 
tions of duct while 45 and 90 deg. 
elbows are used for turns. Joints 
are sealed. 

Manufacturer: Gustin-Bacon 
Mfg. Co., Kansas City, Mo., for the 
Coleman Co., Wichita, Kan. 

(Please turn to top of page 150) 
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For Copper Water Tube with 
Mine-to-Market Dependability 


SEE YOUR PHELPS DODGE DISTRIBUTOR | 








You can always rely on Phelps Dodge copper water tube—and your 
Phelps Dodge distributor—to serve you well. Here's why: 


Phelps Dodge has its own open-pit mines, as- 


suring a dependable source of highest grade 
copper at all times. 


Phelps Dodge mills stress quality control 
throughout every step of manufacture to give 


Phelps Dodge strategically-located service de- 
pots enable distributors to maintain stocks, 
refill them without delay. 


Phelps Dodge sells exclusively through dis- 
tributors, provides a sales engineering staff to 





see you the same high uniformity in coil after coil. help distributors solve their problems. 


Next time you need copper water tube, specify Phelps Dodge for dependable quality from mine to market. 


For the name of your nearest Phelps Dodge distributor, write Dept. D-6 
Phelps Dodge Copper Products Corporation, 300 Park Avenue, New York 22, N. Y. 


PHELPS DODGE COPPER PRODUCTS 


CORPORATION 


NEW YORK, N.Y. «© LOS ANGELES, CALIF. 
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SCHEMENALELS \,. 7 inp RS 


WITH POSITIVE AIR METERING—An Exclusive Feature 


The only 100% effective damper arrangement. Absolutely guaranteed against blow-through. 
Schemenauer Unit Ventilators are designed to meet every engineering requirement. 


TTT HAA WLLL 
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ROOM AIR ONLY 50-50 ROOM # FRESH AIR FRESH AIR ONLY 

Metering damper closed to outdoor air. Room Damper partially opened to outdoor air. Out- Damper fully opened. Unit Ventilator receives 
air recirculated for fast heat-up door air is mixed with room air as temperature proper amount of outside air for desired room 
rises. temperature. Accurate proportioning of air 


from 0% to 100%. 


One of the simplest and most accurate metering devices ever developed—another Sche- 
menauer exclusive—makes possible the exact “mix” of recirculated and fresh air that 
may be needed. 


UNIT VENTILATOR with AUXILIARY CABINET SECTIONS 






Auxiliary Cabinet Sections provide additional shelf 
or storage space. Extended fin tube behind cabinets 
at window areas eliminate down-drafts. 





WALL RADIATION SCHEMENAUER 


Wall Radiation solves down- 





draft problems by permitting 


continuous heating below sill 





in large windowed areas over 


wsteined periods. Rediction COMMERCIAL RADIATION 


Units warm down-drafts and 
deflect them upwardly. Sche- SCHEMENAUER COMMERCIAL RADIATION . . . is available in a 
wide choice of covers designed for every requirement. Also in bare 


Wall Radiation can 
fin and expanded metal, with or without covers. 


be used in connection with 











Unit Ventilators or as oa 


straight radiation in commer- 





cial applications to make oa 


neat, attractive installation. Gey AU [RR 























THE LAST 
FOR LITERATURE ON COMPLETE LINE WORD IN 





Write 
SCHEMENAUER MFG. CORP., HOLLAND, OHIO 
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“Little brown church 
in the vale” 


... Modern version 


Heated radiantly with Steel Pipe 


For this widely publicized community 
church, built for a total of only $67,000, steel 
pipe radiant panel heating fitted the budget 
and the heating requirements perfectly. 

The simple beauty and dignity of an in- 
terior unmarred by exposed heating elements, 
and the all-purpose flexibility made possible 
by sliding walls, governed the selection of 
“invisible” radiant heating. The known econ- 
omy and durability of steel pipe for heating 
made it first choice. 

Yes, steel pipe has been proved in more 
than 60 years of hot water and steam heating 
applications. It still is the most widely used 
pipe in the world for radiant heating, snow 
melting, plumbing, fire sprinkler systems, 
structural applications, air, gas and water 
lines! 

Write for the free 48-page color booklet, 
“Radiant Panel Heating with Steel Pipe.” 


Committee on 
STEEL PIPE RESEARCH Steel Pige 
AMERICAN IRON AND STEEL INSTITUTE \‘S Frsh Choice 
350 FIFTH AVENUE, NEW YORK 1,N.Y. 





complete balancing 
_.. for individual 


temperature control in 
Central Air Conditioning 
and Heating 


Here’s the modern way to use 
valves to regulate operation of a 
central air conditioning or heating 
system. 

For balancing use O-B Equa- 
temp”, available with either 
threaded or solder-type pipe ends. 
It balances and shuts off and can 
be used for purging. Thus it does 
a job that formerly required two 
or more valves or fittings. 


ie a 


For separate control of individual 
units, use the No. 4600, O-B’s new low- 
cost three-way valve. Its parallel, double- 
seat construction enables occupants of each 
room to regulate temperature to fit their 
individual comfort, without affecting other 
units in the system. 

Regardless of the position of the three- 
way valve, the quantity of water pumped 
through the system does not change. This 
means pump delivery remains constant. 
Danger of overloading pump motors is vir- 
tually eliminated. 

The 4600 is available with either thread- 
ed, or solder-type pipe ends. Use it with 
the O-B Equatemp to get an easily balanc- 
ed, closely controlled system at a low price. 
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100% AUTOMATIC 
HEAVY DUTY 


NEW PEERLESS 


MORE WATER 


LONGER LIFE 
MULTI-STAGE 


JET PUMPS 





Here’s the pump that will “fill the bill” when 
your customer says, “IT want plenty of water 
with plenty of pressure.” 

Install this proved-in-use, heavy duty, de- 
pendable Peerless multi-stage jet, the most 
modern addition to Peerless’ complete line of 
deep and shallow well pressure water systems. 

For capacity, Peerless multi-stage jets provide 
POPULAR PRICE up to 3200 gph from shallow wells and up to 

1800 gph from deep wells. And they can be in- 
stalled in deep wells for lifts up to 250 feet. 
Remember: you compete with the line that’s 
complete when’ you sell Peerless pumps and 
ANEW HIGH IN PERFORMANCE water systems. You offer cdileking pl 
one,—single-stage deep and shallow well jets, 
convertible jets, multi-stage jets, “packaged” 
Water King shallow well systems, submersibles, 
sprinkler irrigation pumps and end-suction 
utility pumps. 
Use the coupon now for full details and prices. 








NEW DESIGN 








QUIET OPERATION 


MAIL COUPON TODAY 


PEERLESS PUMP DIVISION 

FOOD MACHINERY AND CHEMICAL ony or ny 
2005 Northwestern Avenue, Indi 

or 301 West Avenve 26, Los Angeles 31, Gains 


O) Please send us Multi-Stage pump Bulletin 
No. B-2422 and price lists. 





SINGLE & DOUBLE 
PIPE SYSTEMS 





0 Please send details on complete Peerless dealer 
pump line. 


PEERLESS PUMP DIVISION 





FOOD MACHINERY AND CHEMICAL CORPORATION a... eens 
PLANTS: Indianapolis, Indiana; Los Angeles, California COMPANY ____ 
OFFICES: New York; Atlanta; Chicago; St. Louis; San Francisco; — ; ‘ Me 
Phoenix; Fresno; Los Angeles; Plainview and Lubbock, Texas; Albuquerque. | eT 7 ; 5) Sa ee 
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New Products 





(Continued from page 144) 
Sump Pump 
Lancaster Pump has developed 
two submersible sump pump mod- 
els for totally submerged applica- 





tions. One model is all bronze con- 
struction and the other is cadmium 
plated, cast iron with bronze fit- 
tings. The pumps have 43-hp mo- 
tors, automatic overload protection, 
and 11-ft rubber covered cords. 

Manufacturer: Lancaster Pump 
and Mfg. Co., Inc., Manheim Pike, 
P.O. Box 778, Lancaster, Pa. 


Pipe Cutter 

A 4-wheel hinged cutter espe- 
cially designed for cutting acid re- 
sisting pipe has been developed by 
Reed Mfg. The cutter is available 





in five capacities for cutting from 
144 to 12-in. pipe to within 1% in. 
of the pipe end. The unit has nick- 
el chrome alloy cutting wheels 
engineered to maintain uniform 
cutting pressure when the pipe is 
out-of-round or when raised let- 
ters are encountered. Cutting of 
pipe in close quarters is simplified 
by the hinged frame and four- 
wheel design, and a quarter-circle 
swing of handle feature. 

Manufacturer: Reed Mfg. Co., 
P.O. Box 1321, Erie, Pa. 


Built-in Gas Ovens 


A series of built-in ovens has 
been added to the line of built-in 


150 





gas ranges made by Tappan Stove. 
Available in several different in- 
terior and exterior colors and fin- 
ishes, the units require 22 by 38 in. 
of space and are insulated with 
glass fibre. The oven door is par- 
tially transparent, and an interior 
light allows the user to check 
baking results without opening the 
door. The door is also removable 
for ease of cleaning. Burner widths 
vary through 24, 36 and 42 in. sizes. 

Manufacturer: Tappan Stove Co., 
250 Wayne St., Mansfield, O. 


Shock Absorbers 

Josam has announced three 
larger models of water hammer 
shock absorbers for commercial or 





institutional piping systems. The 
units are available in six pipe sizes 
from % to 2 in. They range from 
4 to 5 in. in diameter and stand 
from 8% to 191% in. high. The ab- 
sorbers are designed to displace 
from 40 to 137 cu in. by expanding 
a molded synthetic rubber tube 
against a synthetic sponge insert 
enclosed in a steel outer shell. 
Manufacturer: Josam Mfg. Co., 
Michigan City, Indiana. ’ 


Heating-Cooling Units 

A line of year-’round air condi- 
tioners with a choice of three mod- 
els of gas or oil-fired furnaces and 


1%, 2 or 3-hp compressor capaci- 
ties has been announced by York- 
Shipley. Twelve different models 


are available for installation in 
combinations to meet various heat- 
ing and cooling needs, with the air 
cooled condensers remotely located. 
Heating capacities of the units in- 
clude: oil-fired, 75,000 to 125,000 
Btu; gas-fired, 85,000 to 141,000 Btu. 
Manufacturer: York-Shipley, 
Inc., P.R.R. & Jessop, York, Pa. 


Power Exhausters 
A line of standard and heavy- 
duty power exhausters for indus- 


trial venting and commercial 
heating systems has been an- 
nounced by Quickdraft Co. The 
fans and motors are mounted out- 
side the exhaust units, preventing 
exposure of fan blades and motors 
to exhaust gases. A conical jet 
pulls the gases into the unit and 
forces them outside the building. 
The units are built in eight sizes 
for vent diameters from 12 to 30 in. 
Capacities range from 141,600 to 
877,000 cu ft per hr. 

Manufacturer: Quickdraft Co., 
P.O. Box 87, Canton 1, O. 





Diffusing Grille 
An air diffusing grille for contin- 
uous line installation under large 





glass areas has been developed by 
Barber-Colman for heating, cooling 
and ventilating applications. The 
grille features an aluminum frame 
with a %-in. flange and either an 
aluminum or steel core. A choice 
of 5 or 15 deg. deflection of core 
elements is available. The grille 
incorporates a plenum chamber 
with baffles and deflectors designed 
to provide even air distribution. 
The unit is furnished in 4-ft lengths 
which can be butted together to 
make over 40-ft runs. The grille is 
finished in baked aluminum enamel 
or baked metalescent aluminum. 
Manufacturer: Barber-Colman 
Co., 1215 Rock St., Rockford, IIl. 
(Please turn to top of page 154) 


Domestic ENGINEERING, JUNE 1956 





=a VU 


yf FEDS, %, 
ee 


Don 


= 2.8 fe 


1956 





Make Faster Prof 
In Gas heating... 





PUT LUXURIOUS HOT-WATER Pac 
jacket. xtendec 


HEAT TO WORK FOR YOU... 


1. Luxurious hot water heating during the coldest winter. 





Greedoral 


SERIES VGF-A 








2. Unlimited year round supply of domestic hot water. 


nvr vner ver commen, §—§—§ CLMVPETITIVE/Y PED 


f FOR INSTALLATION EASE! 
—_ DESIGNED AND BUILT FOR GAS 


The Federal Series VGF-A Gas Boiler is especially designed for 
firing with natural, manufactured or mixed gases. Each boiler- 
burner is shipped with valves, filters and controls to meet all utility 
company and code regulations. Each boiler carries the AGA seal 








of approval. 


Oversize built-in tankless coils insures customer satisfaction ... no 
complaints of insufficient domestic hot water supply. 





Here’s another example of Federal’s outstanding leadership in the 
wet heat industry . . . Federal’s only business! 


Burner is completely assembled and 
requires only insertion into the boiler. 


FOLLOW THE FEDERAL LINE TO FASTER PROFITS 


Dives 


SOLD THROUGH PLUMBING AND 
HEATING WHOLESALERS ONLY 





















 jasiel BASEBOARD 
ar) RADIATION 


Trim tailored heating that's built for 





oF FREQ, 
or BONED Sy ' 
J 9 ur r eee 

f ro * your customers’ comfort... for your 
g; installation ease. Your crews install 
4 , more jobs .. . you make more prof- 
% its every day! 





; 
, 
BOILER €CO., Pine iiviano parc. new srsey 


DomEsSTIC ENGINEERING, JUNE 1956 151 











send today 
for your free copy — 

of NIBCO’s new copper 
fittings catalog 


Illustrates and describes wrot fittings, cast 
solder fittings, cast drainage fittings, flared tube 
fittings, flanged fittings and accessories. 


NORTHERN INDIANA BRASS COMPANY 


604 Plum Street, Elkhart, Indiana 
Please send me NIBCO’s new COPPER FITTINGS CATALOG I 
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"Top Quality, Top Strainer” 
By 





Only Zoeller Offers 


ED B COLUMNS 








CHECK THESE FEATURES 
AND COMPARE 


Thermal overload protection 
for motor 


Ball thrust bearings 


Exclusive 
columns. Corrosive resistant. 
Life-time lasting 


* Replaceable bronze pump 
bearing 


* Top strainer originated by 
Zoeller for easy cleaning 





BUY THESE PREMIUM 


pgp QUALITY SUMP PUMPS 
04—CAST IRON THROUGH YOUR WHOLESALER MODEL 21 


GASOLINE POWERED FOR UTILITY 
OR SUMP USE, LEGS DETACHABLE 


32 MILLERS LANE 
LO 


UISVILLE 16, KENTUCKY 
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New Products 





(Continued from page 150) 
Outdoor Thermostat 
General Electric has developed 
an outdoor thermostat contro] that 


automatically adjusts the residen- 
tial heating system to changing 
weather conditions. The control in- 
corporates a small carbon com- 
pound wafer designed to sense 
weather changes and relay the sig- 
nal by a 25-v circuit to the indoor 
thermostat. 

Manufacturer: General Electric 


Co., 1 River Rd., Schenectady, N. Y. 


Self-Contained A-C Units 
Mitchell Mfg. has introduced two, 
six model lines of self-contained 
air conditioners. The 2, 3 and 5- 
ton capacity units are available 
either air or water cooled. One 
line is designed for store installa- 
tions (see cut), and the other for 


residential applications. All models 
have a hermetically sealed cooling 
system mounted on a slide-out 
chassis for easy servicing without 
removing controls, damper linkage 
or other parts. A device is included 
which measures filter efficiency and 
switches on a warning light when 
filter must be replaced. Fresh and 
return air ducts may be placed on 
any of the units’ four sides, and 
piping connections for water cooled 
models may be made from the back 
Other features in- 
clude a spring-mounted motor- 
compressor, rubber - mounted 
blower with canvas ducting to the 


or either side. 


plenum chamber and cooling coils 
of a single piece of copper tubing. 

Manufacturer: Mitchell Mfg. Co., 
Div. Cory Corp., 2525 N. Clybourn 
Ave., Chicago 14. 


Shower Valve 

A one handle shower valve for 
controlling water flow and tem- 
perature has been announced by 
Moen Valve. Water flow is adjusted 
by lifting or lowering the handle. 
For control of water temperature, 
the faucet handle is turned to the 
left or right. Hot and cold supply 


lines and outlets attach to the valve. 
Manufacturer: Moen Valve Co., 

Div. of Standard Screw Co., 377 

Woodland Ave., Elyria, O. 


Winch Hoist 

A winch hoist with 20 ft of cable 
that lifts, lowers or pulls two tons 
a distance of 10 ft when used double 
cable (illustrated), or handles one 
ton a distance of 20 ft when used 
single cable, has been announced 
by Lug-All Co. The winch hoist 
weighs 15 Ibs, and features a pro- 
tective, aluminum alloy main 
frame, stainless steel springs, three 
workable hooks and a built-in pul- 
ley for close quarter work. Other 


features include a safety handle 


that bends before the unit can be 


overloaded and an_ interlocking 


pawl system to lock the load. A 
reversible handle can be removed. 

Manufacturer: The Lug-All Co., 
355 Lancaster Ave., Haverford, Pa. 


Steel Nipples 

Pittsburgh Pipe & Coupling Co. 
has added standard and extra 
heavy nipples to its line of steel 


fn .__ uu 


pipe fittings. The company now 
offers a broad standard line of 
forged seamless and wrought steel 
pipe fittings, including couplings, 
bushings, nipples and plugs. 

Manufacturer: Pittsbugh Pipe & 
Coupling Co., 38 Lamond St., Alli- 
son Park, Pa. 


Vent Hoods 

Jensen Industries has introduced 
two curved front kitchen vent 
hoods. The die-formed steel units 
are available in 42 and 36-in. sizes 
complete with heavy duty fan. The 
hoods incorporate outside switches 
and double shielded light box. 
Other features include modern or 
scalloped edging (see cut), and a 


choice of coppertone or white baked 
enamel! finish. 


Manufacturer: Jensen Industries, 
159 S. Anderson St., Los Angeles. 


Commercial Cooling Units 

A new line of compressor water 
chilling units for air conditioning 
installations demanding high ton- 
nage capacities has been announced 
by Trane Co. The units range in 
size from 800 to 1200 hp and a twin 
compressor arrangement can pro- 
duce up to 1500 tons of cooling. The 
compressors are located on the same 
side of a single, large evaporator 
and condenser. The duplex units 
operate in sequence and can per- 
form singularly or together. 

Manufacturer: Trane Co., 2006 
Cameron Ave., La Crosse, Wis. 

(Please turn to top of page 157) 
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WEW/.PENN 


“OIL BURNER CONTROL 


LOOK 


AT ALL THESE 
FEATURES 


Easier to wire... extra ground 
terminal. 

Automatic re-cycling with timed 
purge period. 

Extended time-ignition period. 
Sealed safety and ignition timing 
mechanisms. 

Protection against low voltage. 
Unusually compact...easily 
adapts to small or large dia- 
meter stacks and limited mount- 
ing spaces. 

Extra-sturdy, durable enclosure 
with long-lasting, attractive finish. 
Easily accessible finger-tip con- 
trol of air adjustment. 

Plus many more that you will 
appreciate. 
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New Products 





(Continued from page 154) 

Sewer Cleaner Power Unit 
Ohio Tool and Engineering has 
developed a 49-lb power unit for its 
sewer and wasteline cleaning ma- 
chines. The unit employs a separate 
starting winding to permit it to 
operate off ordinary house circuits. 
The running winding produces ap- 
proximately %4 hp. Other features 
include an electrically reversible 


motor, ball bearings and _heat- 
treated alloy steel gears which run 
in oil. 

Manufacturer: Ohio Tool and 
Engineering Co., 702 N. Spring St., 
Springfield, O. 


Laundry Equipment 

Philco has announced four auto- 
matic washers, three electric and 
four gas dryers and seven wringer 
washers. The automatic washer 
(shown at left in illustration) fea- 
tures a suspension system designed 
to keep the washer in balance dur- 
ing spin-dry cycles. Other features 
include a water quantity control 
which matches the amount of water 
with the size of the load; overflow, 
spray and power rinses and non- 
clog pump to assure soap removal. 


A separate pump removes and re- 
turns first wash water for re-use. 
The unit also features an auto- 
matic cycle control which can be 
set for washing synthetics, a sedi- 
ment ejector and a_ thermostatic 
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temperature control. The electric 
dryers use a suction system to pro- 
vide direct air sweep during tum- 
bling action. The model illustrated 
features individual temperature 
controls and a “no heat” setting for 
fluffing pillows and dusting blan- 
kets. Two of the gas dryers use 
natural or manufactured gas; the 
other two use propane or bottled 
gas. The wringer washers feature 
corrugated aluminum 6 agitators; 
porcelain tubs, and cast iron caster 
sockets. 

Manufacturer: Philco Corp., 
Tioga & “C” Sts., Philadelphia 34. 


Year-round Air Conditioner 
Iron Fireman has introduced a 
year-’round air conditioning system 
that combines an independently op- 
erated heating system with indi- 
vidual room cooling units. The 
room heater unit is installed in the 


wall, just above the baseboard. 
Supplied by low pressure steam 
from a central boiler, the unit em- 
ploys a steam-operated fan for cir- 
culating filtered warm air, The 
room cooling unit is built into an 


outside wall high above the floor 
level and is installed only in rooms 
desired. Separate room thermostats 
are provided for both heating and 
cooling units. 

Manufacturer: Iron Fireman Mfg. 


Co., 3170 W. 106 St., Cleveland 11. 


Tubing Cutter 


A tubing cutter with a one to 
three-in. capacity has been an- 
nounced by Reed Mfg. The unit 
features a thin alloy cutting wheel 
designed to cut with minimum 
pressure, avoiding tube distortion 


wh 
tc x i; 
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and leaving minimum burr. 
frame is high ductile iron. 

Manufacturer: Reed Mfg 
P.O. Box 1321, Erie, Pa. 


Air Conditioning Line 

A line of three air-cooled air 
conditioning units for use with 
either new or existing gas-fired 
warm air furnace installations has 
been introduced by Temco. The air 
conditioners are furnished in 2, 3 
and 5-ton cooling capacities. Dif- 
ferent evaporators are offered for 
various types of installations, and 
air handling units are available for 
furnaces with low blower capaci- 
ties. Other features include a sealed 
compressor unit internally cooled 
by suction gas and externally cool- 
ed by air circulation over the dome, 
and an aluminized steel cabinet. 

Manufacturer: Temco, Inc., 4104 
Park Ave., Nashville 9, Tenn. 


(Please turn to top of page 162) 


Deming Designs Centrifugal Pump for A-C Service 


A motor mounted centrifugal 
pump especially designed for air 
conditioning service has been de- 
veloped by Deming. The pump is 
available in sizes from 3 to 5 hp 
with capacities to 140 gpm. The unit 
features all bronze construction, 
enclosed type impeller, stainless 
steel shaft and rotary type shaft 
seal. Suction and discharge nozzles 
are cast integral with casing and 
are threaded for pipe connections. 
The casing may be turned for hori- 
zontal or vertical discharge. The 


plant, swimming pool and lawn 
sprinkling applications. The motor 
is ball bearing, single or three 
phase, with lubricated bearings. 
Manufacturer: The Deming Co., 


pump is also adaptable to industrial 543 Broadway, Salem, O 
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SHALLOW TO DEEP WELL CONVERTIBLE j 
PUMPS and WATER SYSTEMS y 


















































THE DESIGN of the Burks HV Pumps lets you CHANNELS IN THE IMPELLERS of these FAST PRIMING makes Burks HV Pumps 
install them HORIZONTALLY or VERTICALLY pumps are straight water passages radiating from quick and easy to install. They handle air so 
either directly over the well or offset WITHOUT the hub. This throws the water straight out in well they even prime shallow well suction lines. 
ANY MECHANICAL CHANGES. This versatility GREATER VOLUME and FORCE to the cam- Won't air bind. “Vent-Air” breather bleeds off 
and smalier, compact size lets you install them in like outer rim of the impeller. There, “Kam- air and gas from the case. 

close quarters, in locations best suited to system Action” gives controlied velocity, gives extra 

installation, or to fit individual preference. “kick” and force to the water. 














2. 
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initsR 
EVERY PART THAT PUMPS is made of endur- BEAUTIFULLY FINISHED in a sparkli i. CONVERT THEM EASILY from shallow well of all 
ing, corrosion-resistant bronze—the impeller, ance white. New, clean compact design Shei ed well eperation A Go we ie in & Fitting 
the diffuser, ond the inter je educers, and lends an attractive note to the modern - bey od po ha sores bt sth ‘ 
depose —A collect to des the A a _ — eh room sotaneen. Ea to makes the Burks HV-15 and Hv-20 the most a t 
down capacity, problem in basements or ulility rome. oes efficient centrifugal pumps for their size. — 
Write today forthe DECATUR PUMP COMPANY 
facts 01 a Burks 
sty ore 33-6 ELK STREET, DECATUR, ILLINOIS 
Manvfacturers of “HV" Centrifugal Pumps and Water Systems, Super-Turbine Shallow Well and Ti 
Deep Well Pumps and Water Systems, Deep Well Head Pumps and Water Systems, Submersible 
Sump Pumps, Industrial Pumps; a Compl line of A ies. Buildin 
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1. Lubri 


2. Lock tight by hand! 
That’s all you do to assemble Transite 
Building Sewer Pipe. The rubber rings 
inits Ring-Tite Coupling and in sockets 
of all Transite Building Sewer Pipe 
Fittings are pre-positioned at the fac- 
tory. The job is a simple ONE-TWO 
operation! 


Johns-Manville 
TRANSITE PIPES for the HOME 


Building Sewer . . . Plumbing Vent ... Gas Vent . . . Warm Air Duct 
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save money 


she 


in installation — < 


Here is an 8-page booklet filled 
from cover to cover with helpful, 
factual information. 

By means of charts, diagrams, 
photographs and descriptions, it 
gives the reasons why Transite* 
Building Sewer Pipe is called “the 
plumber’s pipe”. . . why it installs 


faster, easier... why its Ring-Tite” 
Coupling keeps roots out of house- 
to-street-sewer lines .. . why fewer 
joints are needed. You'll also find 
illustrations of the wide adaptabil- 
ity made possible by the use of 
Transite asbestos-cement Pipe, Fit- 
tings and Adaptors. 


FOR YOUR FREE COPY, USE THE COUPON BELOW 


Name 


Johns-Manville, Box 60, New York 16, N. Y. 
(In Canada, Port Credit, Ontario.) 

Please send me your new booklet TR-82A, ‘‘Transite 
Building Sewer Pipe.”’ 





Company 





r 
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| 
| 
| 
| 
| 
| 
| 
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City 





Street Address 


Zone State 
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Down-town office 









Modine 


yore AlRditioners provide quiet, personalized 
air-conditioned comfort 365 days a year for any 
room with a turn of the switch. And this fingerti 
control enables occupants to feel comfortable instantly 
—without unpleasant air blasts. What’s more, Mo- 
dine styling blends units with any design . . . be it 
traditional or contemporary, new Construction or re- 
modeling job. In addition, Modine AIRditioners de- 
humidify, clean and circulate fresh air for maximum 
enjoyment. They're ideal for air conditioning exist- 
ing buildings, replacing unsightly radiators with 
smart heating-cooling units. 


Ask the Modine representative list- 
ed in your classified phone book 
for Bulletin 755—or write Modine 
Mfg. Co., 1592 DeKoven Ave., 
Racine, Wis. 





AilRditioners are the quiet way 
to air condition new or existing buildings 
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Wlodine 


















CONTEMPORARY motif of office is 
enhanced by the trim, modern styl- 
ing of Modine AlIRditioner. Quiet, 
individually-controlled air condi- 
tioning provides instant comfort... 
increases employee efficiency. 








COLONIAL atmosphere with a mod- 
ern touch — when Modine AIR- 
ditioners provide fresh, clean air 
. . . im every climate, in every sea- 
son. They solve all air conditioning 
and heating problems — with per- 
formance, styling, economy. 






















fase! 


NO EXPENSIVE DUCTWORK is needed with Modine AIRditioners. 
Same water supply and return piping, plus drain, is used for 
both central boiler and chiller. 
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IF YOU WANT “IN” ON THE BIGGEST SALES DRIVE 


FOR PLUMBING HEATING COOLING, READ EVERY 


American promotion’s hardest-hitting con- 
centration on selling an idea — the idea 
of remodeling—has been under way 
since January. 


Billions of impressions in every type and 
kind of consumer medium have been made 
by Operation Home Improvement . . . and 
the campaign is only now at the half-way 
mark, 


Another force — the ACTION program — 
is having a profound effect in broadening 
and deepening the nation's awareness of 
the need for modernizing whole neigh- 
borhoods: homes, institutions, industrial, 
commercial and all other structures. 


By August — PLUMBING HEATING COOL- 
ING MONTH — this awareness will have 
become the biggest surge of buying in- 
terest ever generated for “heart of the 
home" products. 


And Domestic Engineering, in its August 
issue, is going to provide the means for 
converting that interest into sales — bil- 
lions of dollars worth of them — and you 
can have your share! 


Domestic Engineering's August Issue will 
be THE BOOK OF REMODELING, the plan- 
and-action book of the plumbing and heat- 
ing contractor-dealers who will make the 


big bulk of those sales. 


Thousands of Domestic Engineering's con- 


tractor-dealers are already in the rich, 
year-round, profit-protected remodeling 


market. For them, THE BOOK OF RE- 


MODELING will be a giant booster station 
with scores of ideas for enlarging activity 
and increasing sales. 


Additional thousands of Domestic Engi- 
neering contractor-dealers, fully pre-con- 
ditioned by this publication's long and 
continuous coverage of the subject, are 
ready now to establish remodeling depart- 
ments. For them, THE BOOK OF REMODEL- 
ING will be the green light, containing the 
immediately workable answers to all 
questions. 


So, if you manufacture anything in plumb- 
ing heating cooling for homes or any other 
structures, THE BOOK OF REMODELING is 
the open door — the only door — to sales, 
sales, sales and then more sales! 


Domestic Engineering's history in remodel- 
ing goes back over the years. It includes 
the famous “Bay City Story” which not only 





clearly and for all time established the 
facts about the size of the remodeling 
market but just as clearly demonstrated 
that remodeling can be sold the year round 
at big profit for contractor-dealers, whole- 
salers and the manufacturers they 
represent. 


The Bay City film and the Modernization 
Sales Kit are some more of Domestic En- 
gineering’s credentials as the qualified 
authority to publish THE BOOK OF RE- 
MODELING which will contain: 


The Remodeling Market At the National 
Level — Today and Tomorrow 


Measuring the Market At the Local Level 
Organizing the Remodeling Department 
Enlarging the Remodeling Department 


Management of Remodeling Operations 
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THE BOOK OF REMODELING will set in motion 
the biggest sales drive ever staged for plumbing, 
heating, cooling, giving 
everything they'll need to turn the great surge 


contractor - dealers 


of buying interest into sales for months to come. 


EVER STAGED 
WORD OF THIS! 


Coordinating Remodeling With New Con- 
struction and Repair Work for Year- 
Round Sales, Employment and Profit 
Balance 


Merchandising, Advertising and Selling 


Working With Manufacturers and 
Wholesalers 


Planning Packaged Remodeling Jobs: 
Bathrooms, Kitchens, Heating Systems, 
Air Conditioning, Laundries, Water 
Systems, etc. 


General Contracting Complete Remodel- 
ing Jobs 


Selling Individual Appliances and 
Service Products 


Installing Remodeling Jobs 
Financing Remodeling 


lt is this kind of editorial service, written 
out of the experience of successful con- 
tractor-dealers by editors who know re- 
modeling, that will touch off a new era in 
year-round, high-profit remodeling sales. 
lt is this kind of editorial service that will 
provide a climate of selling action for your 
advertising messages to put you “in” at 
the beginning of the biggest sales drive 
ever staged for plumbing, heating, cooling. 
American promotion is creating consumer 
buying interest in remodeling but the 
contractor-dealer is the man who will make 
the sales. He'll sell your products if you 
tell him about how and where they fit into 
temodeling in Domestic Engineering's Au- 
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WHY THE AUGUST ISSUE? 
August is National Plumbing, Heating 
and Cooling Month. In conjunction with 
Operation Home Improvement the 
Plumbing, Heating and Cooling Indus- 
try has designated August as a period 
in which to emphasize the tremendous 
need for remodeling everywhere. 
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“The Book of Remodeling” 
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IF YOU MAKE ANYTHING FOR 


BIG CONSTRUCTION 
Sell it in “The Book of Remodeling” 





Also in continuing motion is ACTION (American 
Council To Improve Our Neighborhoods). Thus 
three strong remodeling currents join for emphasis 
in the August Book of Remodeling. 

















PUTS YOU ‘‘IN”’ AT THE BEGINNING OF THE BIGGEST 
SALES DRIVE EVER STAGED--AND KEEPS YOU THERE! 


Take a look at just part of the current remodeling potential for 
plumbing, heating, cooling, as revealed by the Bay City measuring 


formula... 10 million bathrooms ... more than 11 million kitchens 
. well over 10 million heating systems . . . at least 5 million 
home laundries . . . many millions of water heaters . . . upwards 


of 11 million air conditioning systems and units! 


For any manufacturer of plumbing, heating, cooling, this is a 
waiting-to-be-sold market several times the size of all anticipated 
new home construction for several years. And remodeling is a 
market that remains constant because of the large number of 
homes and other buildings that become “new” prospects every 


year. 


In Domestic Engineering's August issue— THE BOOK OF REMOD- 
ELING — your advertising will go to the contractors that remodeling 
buyers will turn to — the contractors who control some 80 per cent 
of the dollar volume in the field — the contractors who will sell 
remodeling in the months and years to come. 











They know that every issue of Domestic Engineering offers them 
the most comprehensive editorial coverage of every phase of their 
business — and they know that THE BOOK OF REMODELING will 
take them step-by-step to more and more sales and profits. 


AN ISSUE THAT 
WILL LIVE FOR YEARS 


In asked for — paid for circulation 
They depend upon Domestic Engineering to keep them in their 


leadership position. That's why they ask for... pay for... and 


in editorial scope and tempo Domestic 





Engineering surpasses all other publica- 


tions in the field. And these factors are 


your most accurate gauge when evaluating 


any business publication 


avidly read this publication. And that’s why Domestic Engineering 


seen 


can put you “in” at the beginning of the biggest sales drive ever 
staged for plumbing heating cooling and keep you up in front all 


the way! 








Closing date for the August issue BOOK OF REMODELING is 


July 13. Write, wire or telephone now for space reservations or 
more information! 
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Pi —She.. SEP... wk ieee 350 WSP 550F, 1000 WOG 
B—No. 260P........... 300 WSP 550F, 600 WOG 
.—Mo. S650. = eke 200 WSP 550F, 400 WOG 
D—No. 237P.........-. 150 WSP 500F, 300 WOG 
E — ‘500 Brinell’ Stainless Steel Plug Type Seat and Disc 


Walworth offers four lines of Bronze Globe Valves 
with stainless steel, plug-type seats and discs. Ad- 
vantages of these valves include: 

* Stainless Steel Plug-Type Seats and Discs, heat-treated 
to a minimum of 500 Brinell hardness reduces wire- 
drawing to a minimum. Seats and Discs are machined 
and fitted simultaneously, assuring perfect mating. 


* Deep Stuffing Boxes with Glands are fitted with rein- 
forced, molded packing. Valves can be repacked under 
pressure when fully opened. 





For Longer Bronze Valve Life... 


“500 BRINELL” PLUG-TYPE 
STAINLESS STEEL 
SEATS AND DISCS 


150 Ib. 200 Ib. 300 Ib. 350 Ib. 


© Oversize Stems, made of high tensile strength silicon- 
bronze, assure long life. 


* Rugged Body Hexes, are. flat on top; do not inter- 
fere with wrench gripping body-to-bonnet union ring 


connection. 

® Bodies, made of Composition M bronze (ASTM 
B61), have ample wall thickness to provide high 
safety factor. 

* Patented Handwheels are air-cooled and designed 
with a “finger-fit grip.’”’ Makes turning easy even 
when wearing greasy gloves. 

® Identification Plates secured by lock-washer under 


stem nut, show Figure Number of valves and make 
re-ordering sure and easy. 


FOR COMPLETE INFORMATION, SEE YOUR WALWORTH DISTRIBUTOR OR WRITE FOR ILLUSTRATED CIRCULAR 


WALWORTH 


60 East 42nd Street, New York 17, New York 








SUBSIDIARIES: {iff aor steet propucts co. CoiPpanls CONOFLOW CORPORATION 
SOUTHWEST FABRICATING & WELDING CO., INC. WALWORTH COMPANY OF CANADA, LTD. 





M&H VALVE & FITTINGS CO, 
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New Products 





(Continued from page 157) 

Piston Pump 

A shallow well, plunger-type 
pump for open tank service or as a 
complete water system has been 
developed by F. E. Myers. The 
pump is available in seven models 
with either electric motor or gas 
engine drive. The unit has a capac- 
ity of 350 gph and is complete with 
air valve, pressure switch, pressure 
gauge, air volume control and pip- 





ing between pump and tank. Gal- 
vanized tanks are available in 11, 
21 or 42 gal. capacities. Design 
features include bronze bearings, 
oversize suction and discharge 
valves and vacuum and air cham- 
bers cast into the cylinder body. 

Manufacturer: F. E. Myers & 
Bro. Co., 950 S. Orange St., Ash- 
land, O. 


Mixing Faucet 

A single lever mixing faucet for 
kitchen installation has been in- 
troduced by Alamark. The lever 


controls flow volume with vertical 
movement and temperature blend 
with horizontal movement. The 
unit has a chrome exterior and cast 


‘ee mm 
on j eo 
b Bf. * 





brass body, handle and _ spouts. 
Parts are stainless steel and bronze 
construction. A tapered blending 
valve is self cleaning and self ad- 
justing to wear. 

Manufacturer: The Alamark Co., 
P.O. Box 216, Sharonville, O. 


Variable Speed Motor 

A variable speed, internally- 
geared motor with take-off shaft 
and motor on the same side has 
been developed by U. S. Electrical 
Motors. The 5 hp motor is designed 





for low speed, high’ torque appli- 
cations. Both upright and horizon- 
tal assemblies are available in 
drip-proof, totally enclosed or ex- 
plosion-proof casings. Other fea- 


Mitchell Develops Remote Air Conditioners 


\ Tr Em 











Two new remote residential air 
conditioners have been introduced 
by Mitchell Mfg. The air condi- 
tioners consist of two parts: a 2 or 
3-hp waterless condensing unit in a 
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weatherproof cabinet measuring 
20% in. high, 2434 in. wide and 29 
in. long, and a choice of a vertical 
evaporator which measures 17 in. 
high, 7 in. wide and 26% in. long, 
or a horizontal evaporator which 
measures 8 in. high, 18% in. wide 
and 26 in. long. The condenser coil 
consists of continuous copper tube 
construction and has a_ spring 
mounted motor compressor, slow 
speed condenser fan and safety 
high-low pressure cutout. The 
evaporator coils are designed to fit 
most warm air furnaces. 

Manufacturer: Mitchell Mfg. Co., 
Div. Cory Corp., 2525 N. Clybourn 
Ave., Chicago 14. 


tures include heat-treated casings, 
asbestos-protected windings, one- 
piece double-ribbed belt and op- 
tional mechanical and electrical 
remote controls and automatic con- 
trols. 

Manufacturer: U. S. Electrical 


Motors, Inc., Box 2058 Terminal 
Annex, Los Angeles 54. 


Copper Tubing Saw 
A saw designed to cut copper 
tubing without leaving a burr on 


the inside or outside has been an- 
nounced by Collins Machinery. The 


saw is engineered to cut seven 





pieces of 34-in. or eight pieces of 
ly-in. copper tubing at one time. 
A length indicator is provided to 
assure accurate cutting. The unit 
weighs 90 Ibs and uses a 110-v 
electrical outlet. 

Manufacturer: Collins Machinery 
Corp., Alhambra, Calif. 


Vacuum Cleaner Line 

A line of stainless steel tank 
vacuum cleaners and a restyled line 
of enamel finished steel vacuum 
cleaners for furnace, boiler and 





duct cleaning has been announced 
by Premier Co. The enameled units 
(shown at right in illustration) 
feature a selection of blue, red and 
light gray color combinations. Both 
units feature the firm’s new trade 
mark decal. 

Manufacturer: Premier Co., 755 
Woodlawn Ave., St. Paul 1, Minn. 

(Please turn to top of page 164) 
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AllianedVare 


helps make possible these unusual 


homes at budget prices 
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All Fox-Bilt Homes include these AllianceWare 
fixtures — in color— Champion Bathtub, Two Linda 
Lavatories and Two Closet Combinations 


Ailianes 
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Two Philadelphia builders—Bob and Dick 
Fox—have always dreamed of homes— 
priced within the reach of most families— 
that would contain many of the luxurious 
details generally found only in more ex- 
pensive dwellings. 

Today —in Plymouth Meeting Park —subur- 
ban Philadelphia—Fox-Bilt Homes, Inc. is 
erecting the first group of 315 unusual split- 
level homes containing many of the Fox 


Brothers’ ideas. 


Designed to sell at a low $14,850, these 
homes incorporate many luxury features... 
among them AllianceWare Champion bath- 
tubs—two AllianceWare Linda lavatories 
and two closet combinations in each home. 
All AllianceWare fixtures are in color. 


Fox Brothers chose AllianceWare, they tell 
1s, because of AllianceWare’s quality con- 
struction, decerator styling and wide color 
selection—sound reasons why they expect 
AllianceWare bathrooms to be an important 
sales feature of their unusual homes. 


ALLIANCEWARE, INC. - Alliance, Ohio 
Bathtubs + Lavatories + Closets + Sinks 
Plants in Alli ance, Ohio; Colton. California: Kilgore, Texas 
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New Products 





(Continued from page 162) 

Steel Kitchen Cabinet Line 
Kelvinator has announced a line 
of steel kitchen cabinets without 
protruding hinges or handles and 
available in a choice of 12 colors or 
white. Cabinet sinks are available 





in nine models and in 72, 66, 60, 54 
and 42 in. lengths. Single and dou- 
ble compartment units with drain- 
boards have sink tops of either 
enameled steel or fabricated plastic. 
One model features a 10-in. deep 
tub with a sliding drainboard. The 
built-in oven cabinets are designed 
for gas or electric units. All base 
cabinets are 34% in. high without 
tops and 24 5/16 in. deep. A variety 
of drawer and shelf combinations 
are available in widths from 9 to 
36 in., and include sliding racks, 
concealed drawers and movable 
shelves for mixers. All drawers are 
one-piece drain steel with rounded 
corners, and have neoprene tired 
nylon rollers. All wall cabinets are 
13 in. deep with heights of 12, 18 
and 30 in. to meet various needs. 
Widths are from 12 to 54 in. 
Manufacturer: Kelvinator Div., 
American Motors Corp., Detroit 32. 


Air Cleaner 

Goodyear Tire and Rubber has 
redesigned its self charging electro- 
static air cleaner for heating, ven- 
tilating and air conditioning sys- 
tems. The three-section cleaner is 
electrostatic plastic construction. 
The intake side of the unit is a 
vinylidene chloride screen and the 
outlet side is plastic-bounded poly- 
ethylene film. Electrostatic filters 
hold dust and other types of air- 
borne particles magnetically. The 
filter is cleaned by immersion in 
warm water. 

Manufaucturer: Goodyear Tire 
and Rubber Co., 1144 E. Market St., 
Akron 16, O. 


Duct Insulation 

A semi-rigid duct insulation for 
exterior or interior duct surfaces 
has been announced by Baldwin- 
Hill. The insulation, composed of 
spun mineral wool, is available in 





three types: plain; with an integral 
vapor barrier for application on 
duct exteriors, and neoprene coated 
for duct interiors. It comes in 24 by 
48-in. sheets, with thicknesses of 
3%4, 1, 1% and 2 in. The material 
can be cut with a knife. , 
Manufacturer: Baldwin-Hill Co., 
500 Breunig Ave., Trenton, N. J. 


Honeywell Selector Panel Controls A-C Systems 





Minneapolis-Honeywell has de- 
veloped an electronic selector panel 


for control of air conditioning sys- 
tems in offices, small stores and 
super markets. The blue Plexiglas 
panel is flush mounted on a wall. 
It contains separate dials for tem- 
perature and outdoor air ventila- 
tion control and selection of auto- 
matic or manual fan operation or 
fan shut-off. The panel is lettered 
in a “reverse-engraved” process 
and is available in a locked box de- 
signed to prevent unauthorized ad- 
justing of controls. 
Manufacturer: Minneapolis- 
Honeywell Regulator Co., 2753 
Fourth Ave., S., Minneapolis 8. 





Water Heaters 

Two large capacity gas-fired hot 
water heaters have been added to 
the Bock line. The units are avail- 
able in 100 and 135 gal storage ca- 
pacities and may be used as in- 
stantaneous heaters or as circulat- 





ing heaters when a storage tank is 
added. The 100 gal. model, with 
500,000 Btu input, has a 410 gph 
recovery rate on 100F rise. The 
135 gal unit, with 700,000 Btu input, 
has 588 gph recovery rate at 100F 
rise. Boilers are of the water leg 
type, enclosing the combustion 
chamber with water to the floor. 

Manufacturer: Bock Corp., 110 
S. Dickinson St., Madison, Wis. 


Water Filter 

A ceramic water filtering unit 
for installation in water system 
supply lines has been introduced 
by Filtros, Inc. The filters are avail- 
able in %-in., l-in. and 1%-in. 
sizes, with ceramic units offered in 
fine, medium or coarse pore sizes. 








an extruded aluminum shell and 
bolted to a cast aluminum top that 
is tapped for standard pipe threads. 
The unit is installed in the supply 
line ahead of the pump. Aluminum 
parts are plastic coated to resist 
corrosion and the unit is cleaned by 
backwashing with drain plug re- 
moved. 

Manufacturer: Filtros, Inc., East 
Rochester, N. Y. 


(Please turn to top of page 169) 
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for your multi-room jobs... 











There’s a UniTrane Air Conditioner 
for any system, any building, any size! 


Now! Solve almost any multi-room air Ask your nearby TRANE Sales Office 
conditioning problem withthe UniTrane for complete data on the UniTrane units 
Air Conditioners for 1956. This famous for 1956. See how they can help you 
TRANE line is now more versatile than with almost any air conditioning job 
ever, with models of both basic types for any system, any building, any size 
fan-coil or induction—to choose from! 

Units are trimmer, with slim, space- 

saving design. And they’re easy to in For heating, cooling, ventilating .. . 
stall, with simple piping and wiring. For any air condition, turn to 

There’s a UniTrane model to meet 


the most exacting requirements for 
All UniTrane Air Conditioners, including . 1 
ly Niatiastltilies CTeal Wires aceniiel atindinns atures multi-room, multi-story applications— 
are designed to filter all the air... not just for new or existing buildings of any kind. 
penary alr. For supplying primary air, You may choose the attractive floor 


\NE Class III Fans now in a complet ‘ . meer te , 
range of 15 standard sizes from 18 to 73 ™Odel (shown above); ceiling models; MANUFACTURING ENGINEERS 
inches. Rated capacities to 310,000 cfm. or concealed types for a ‘‘built-in’’ look. 
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Trimmer! These 1956 TRANE 
Self-Contained units have sleck, 


modern lines, beautiful decorator 







decor in the smartest shops and 


office buildings. 














Slimmer! New units take less 
space, are completely redesigned 


\ \\ to pack top efficiency into as 
\ a little as six square feet of floor 
Lh es space. Perfect for crowded shops, 


i \) _ stores, offices. 


Trimmer, slimmer, quieter 


will put you miles 


Backed by nationwide service... 


Trane national advertising ... 


Trane quality through and through 


Trim, slim, quiet, it’s the TRANE Self-Contained Air Con- 
ditioner for 1956 . . . completely redesigned—inside and 
out. And your packaged air conditioner customers will 
agree that no other 3, 5, and 7!4 h.p. units pack so much 
efficiency and performance into such sleek, modern cabinets. 


In stores, shops, offices, these units will provide maxi- 
mum air conditioning comfort. And they run so quietly, the 
occupants can hardly hear them! That’s because new 
TRANE “‘iso-sound”’ design has both fan section and com- 
pressor section floating independently on sound and vibra- 
tion isolators. 

With a hermetic compressor that is guaranteed for o 
years as their heart, these complete-in-one-package aif 
conditioners are engineered and built by TRANE. And, for 
your additional protection, TRANE has a nationwide service 


organization at your disposal. 
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Quieter! 


section and compress 





Trane Self-Contained units 
ahead of competition! 





“Commercial” sizes of 10, 15, 20 TRANE Climate Changersare ver- 
tons are quick and easy to install. All satile, flexible. Single zone models, or 
internal wiring and piping completed. multi-zone, for handling up to 6 zones 
Multi-step capacity control reduces at the same time, Capacities up to 


Starting and stopping, saves power. 29,000 cfm. 





For any air condition, turn to 


TRANE 


MANUFACTURING ENGINEERS 


THE TRAN MPANY s wy 





Exclusive new 
sound”’ design makes th 
quietest in TRANE history 
each float independently on 
and vibration isolators. 


For heating, cooling, ventilating... 
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simplify even the largest refrigeration problem! 


Install a “packaged” Trane water chiller 
for any size job—units now up to 1500 tons 


E 


TRANE Cold Generators now in 8 mod- 
els, including 125 and 150 h.p. sizes. Easy to 
with simple piping and wiring con- 
rhe heart of the TRANE Cold Gener- 


install, 
nections. 


ator is the TRANE Reciprocating Compressor. 





The versatile TRANE CenTra- 
Vac, the industry’s first hermetic cen- 
trifugal compressor, will simplify every 
problem in design, installation and op- 
eration of water chilling equipment. 
And now, for 1956, larger sizes—up to 
1500 tons—give you “‘packaged”’ equip- 
ment for even the largest job! 
Compact, quiet, vibration-free, the 
CenTraVac is easy to install .. . only 
water piping to the units. . . no field 
alignment .. . no special bases. Complete- 
ly automatic, it stops, starts, runs by 
itself—automatically adjusts its use of 
power down to 10% of capacity! 





W 

3-TON TO 1500-TON UNITS: 
there’s Trane matched | 

equipment for any size 

air Conditioning job! 














Ask your TRANE Sales Office about 
TRANE ‘“‘packaged” water chillers—or 
write TRANE, La Crosse, Wis. 


For heating, cooling, ventilating ... 
For any air condition, turn to 


TRANE 


MANUFACTURING ENGINEERS 


COPYRIGHT 1956-—THE TRANE COMPANY, LA CROSSE. WIS 
EASTERN MFG. DIV., SCRANTON, P 
TRANE MPANY OF CANADA 
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New Products 





(Continued from page 164) 

Casing Extension 

Richmond Plumbing Fixtures has 
developed a casing extension for its 
line of gas and oil-fired furnaces. 
The units are designed to enclose 
and protect working parts of the 
furnaces. The casing is available in 
two sizes: one for the highboy and 
counterflow furnaces, and another 
for lowboy models. The casing can 





be interchanged between gas and 
oil burning units. 

Manufacturer: Richmond Plumb- 
ing Fixtures Div., Rheem Mfg. Co., 
P.O. Box 111, Metuchen, N. J. 


Air Diffuser ; 

A residential ceiling air diffuser 
with a built-in damper has been in- 
troduced by Connor Engineering. 
The damper is a positive-acting 
piston type controlled by a small 
knob at the bottom (see cut). It 
varies air volume at point of dis- 
charge, diffusing either warm or 
cool air in a horizontal pattern. 





Manufacturer: Connor Eny;ineer- 


ing Corp., 5th Ave., New York City. 


Lavatory Faucet Line 

A line of single handle lavatoiv 
faucets has been announced by 
Delta Faucet. The units feature one 
moving part, a hardened ground 
ball operating in a socket joint. The 
unit controls water temperature 
and volume with one movement. 
Four faucet models are available 
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for % in. tubing connections. The 
units are 4-in. long on 4-in. centers. 





Base size of the faucet is 2 in. deep 
and 7 in. long. 

Manufacturer: The Delta Faucet 
Div., Masco Screw Products Co., 
128525 Ford Rd., Dearborn, Mich. 


Pitless Well Unit 

A line of pitless well units has 
been introduced by Baker Mfg. 
The unit provides an unbroken ex- 
tension of the well casing to above 
the ground to prevent contamina- 
tion from entering. The series is 
available for bury depths from 3% 
to 8 ft. The units are tapped for 





4-in. well casings and may be 
bushed for smaller wells. A 5-in. 
upper casing permits entrance of 
drilling tools and well screens. The 
well units are rust-proofed by hot 
dip galvanizing. Other features in- 
clude neoprene rings that provide 
a tight seal for the spool, and an 
automatic air charging system. 
Manufacturer: Baker Mfg. Co., 
133 Enterprise St., Evansville, Wis. 


Grease Interceptor 

Josam Mfg. has announced a low 
inlet type grease interceptor with 
an automatic draw-off valve which 
permits the accumulated grease to 
flow into a storage container at the 
turn of a valve. The interceptor is 
designed for installation on dish- 
washers and other low outlet fix- 
tures to eliminate trapping the 
interceptor inlet or holding water 


in the basin of the dishwasher. 
Manufacturer: Josam Mfg. Co., 
Michigan City, Ind. 


Water Heater 

Cleveland Heater has developed 
an automatic gas water heater with 
gold trim and gold finished thermo- 
static control to commemorate its 
fiftieth anniversary. The external 
flue type heaters have a 44.5 gph 
rating at 100F rise. Other features 
include a_ stainless steel pilot 


Do 


wv 
burner and improved clean-out. 
Manufacturer: Cleveland Heater 
Co., 2310 Superior Ave., Cleveland. 


Central Cooling Units 

A line of residential central air 
conditioners for installation in ex- 
isting forced air heating systems: 
has been designed by Barkow Mfg. 
The 2 and 3 ton units feature a re- 
mote condensing unit (see cut), 
and a compact partial plenum with 
evaporator coil designed to be in- 
serted between heating unit and 
present ducting. The coil is on a 
30 deg. angle so a by-pass damper 
may deflect 74 of the warm air flow 





around it during winter heating. A 
low voltage panel with relays is 
available to start the furnace blow- 
er when the air conditioner starts. 
The air-cooled condenser units are 
designed for remote installation. 

Manufacturer: Aug. G. Barkow 
Mfg. Co., Inc., 2230 S. 43rd St., 
Milwaukee 15. 

(Please turn to top of page 174) 
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DASTMASTER 


Automatic Water Heaters 


McGRAW ELECTRIC CO., cic: 


5201 Wes? 65th Street, Chicage 38, Illinois 


emark of M ~ f 


SUMMER LIGHTNING... 
may never strike again! 


Ask your TOASTMASTER Water Heater distributor 


how you can take part in this year's 
bigger, more profitable TOASTMASTER’ 


Summer Lightning ¢ ampaign 
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THE GOULDS TEAM* HAS YOUR ANSWER 


If your pump business is lagging—if your “net” is sagging— 
it’s time to call in your Goulds Team. Let them show you 


how faster turnover will actually increase pump profits. 


Fast service from nearby distributor stocks assures you of 
rapid turnover... greater pump profits! Put balanced turn- 
over to work for you...tie-up with your local Goulds Dis- 
tributor and you'll hold down a greater percentage of the 


dollars you invest in pumps. 


Your Goulds Team is in business to help you make more 
money selling pumps. Call your Goulds Distributor or write us 


for down-to-earth details... get set to go with the Goulds line. 


GOULDS PUMPS, Inc. Dept. DE66 SENECA FALLS, N.Y. 








A Complete Line of 
Pumps for every Farm 


Le /serseon SOYUDS PUMPS 
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The K-100 ‘‘Workhorse’’ 


Men who have tried them all find the K-100 the most 
practical, all-purpose cleaner. Fully portable, it can also 
be used with optional wheel dolly. One man “gets it 
there’’ and does a fast, safe, complete cleaning job, even 
in cramped quarters. 15’ sectional cables with patented 
self-locking couplings. Finger-tip clutch for instant start- 
ing, stopping or reversing. High speed for full-diameter 
cleaning. Standard or heavy duty 1%” cables clear all 
traps and bends in lines from 4” to 12”. Interchangeable 


cables for lines as small as 1%”. 





the VEW K-50 


LIGHT WEIGHT DUAL-PURPOSE 


Sink waste adapter clamps to the guide hose mount- 
ing in seconds and you can spin up to 25’ of %” cable 
right through the basin plug without removing the 
trap. Exclusive Kollmann clutch keeps the cable under 
finger-tip control and acts as a brake to check over- 
running of the 4" cable. Unclamp the adapter, attach 
the guide hose and you're ready to handle as much 
as 100’ of %” sectional cable for cellar drains, down- 
spouts, etc. Electrically operated forward-stop-reverse 
switch. 500 R.P.M. for complete cleaning. For lines 
from %" to 3”. Weighs only 30 pounds. 


‘When you clean drains or supply lines, 


You need KOLLMAWNWN equipment” 


““You'll save enough time and money to replace 
any other equipment you may now be using.” 


bheck the Features Yoursel¢{ 










the VWEW K-25 
HAND SPINNER 


This rugged and fully practical 
hand-spinner holds up to 25’ of 
V4" cable. All aluminum with 
large, comfortable turning han- 
dies. Sure-grip drill chuck with 
hollow ground jaws provides 
positive grip on cable. Top 
handle can be locked in center 
for high speed spinning. Works through 
the basin plug and clears bends in lines 
as small as %”. 


Ask your jobber for a demonstration or see 
the complete Kollmann line in action at Booth 
1144 National Plumbing and Heating 
Exposition, Milwaukee. 


KOLLMANN MANUFACTURING CO. 





4818 Peach St. ¢ ERIE, PA. 
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“NEW DIMENSION” in action 
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« Featuring: 
‘ “New Dimension” Styling 
New Positive-Action Shower Valve Quality 
Bran 
New Canopy-Type Four Arm Handle Good's 
New Shower Head Design ¥YSterlin g pau cet 
MORGANTOWN,W.VA. USA any 
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New Products 





(Continued from page 169) 

Room Unit Cover Panel 

Fresh’nd-Aire has developed a 
plastic panel to cover the face of its 
room air conditioner when not in 
use. The panel is designed to keep 
out drafts and complement a room’s 
decor. The plastic panel can be cov- 
ered with material to match the 
room, and keeps the controls cov- 





ered so they cannot be accidentally 
changed or turned on. 

Manufacturer: Fresh’nd-Aire 
Co., Div. of Cory Corp., 221 N. La 
Salle St., Chicago 1. 


Compressor Muffler 
A line of mufflers designed to 
reduce pumping noises in refrig- 


eration and air conditioning sys- 
tems has been announced by Heat- 
X. The muffler is installed on the 





discharge line of the compressor 
where it helps to reduce line pul- 
sations and vibrations. The unit is 
made from seamless pipe and fea- 
tures welded fabrication. 

Manufacturer: Heat-X,  Inc., 
Brewster, N. Y. 


Forced Air Furnaces 

Four new models have been add- 
ed to the Pioneer line of forced 
warm air furnaces. Designed to 
provide higher capacities for larger 
homes, the new models are rated at 
70,000, 80,000, 82,500 and 90,000 Btu 
respectively. The furnaces have 





Westinghouse Announces 


Westinghouse has announced a 
range line which offers ovens in 
fcur sizes and in five basic colors. 
The top model of the line features 
a double oven that permits baking 
and broiling at the same time. The 
ovens feature a tubular, bottom 
heating element. A glass fibre seal 
and insulation permits draft-free 
baking in any rack position. A re- 
designed 6-in. surface element 
reaches cooking heat 30 percent 
faster than the element on previous 
models. The surface elements 
maintain selected temperatures au- 
tomatically by cutting off and on. 
This tends to prevent scorched food 
caused by a sudden temperature 
rise if a pan boils dry. The range 
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Range Line 


also has an 8-in. surface element 
and a two-level extra large element 
that can be either a surface or a 
deep-well cooker. All elements in 
the range including those in the 
ovens are of the plug-in type and 
can be removed for cleaning. Heat 
settings are controlled by dial and 
push-buttons, and are indicated by 
a different colored lignt for each 
temperature. The three other mod- 
els have many of the same features, 
or additional ones such as warming 
drawers, infrared broilers, oven 
lights, automatic oven timers, and 
automatic appliance outlets. 

Manufacturer: Westinghouse Ma- 
jor Appliance Division, Mans- 
field, O. 


been restyled and finished in a col- 
or combination of blue and white. 

Manufacturer: Pioneer Mfg. Co., 
3131 San Fernando Road, Los An- 
geles 65. 


Water Chiller 

A 25-ton steam-operated water 
chiller which is designed with its 
own packaged operating and safety 
controls has been announced by 
Servel. The units can be put into 
service after being connected to 
water, steam and electricity. The 
capacity of the chiller can be modu- 





lated to meet any need up to the 
full 25 tons, and reduced as low as 
50 percent of rating with a corre- 
sponding reduction of steam con- 
sumption. The unit uses steam from 
any source from 6 to 15 lbs pres- 
sure. It is also designed for multi- 
ple installations of an unlimited 
number of chillers. 

Manufacturer: Servel, Inc., 119 
Morton Ave., Evansville 20, Ind. 


Steel Heating Boiler 

A light weight boiler for radiant 
and direct recirculating heating 
systems has been announced by 
Raypak Co. The boiler features a 
single shell construction design and 
a compact heat exchanger. The 
unit is available in 12 models, with 





the largest boiler requiring 4 sq ft 
of floor space. 

Manufacturer: Raypak Co., El 
Monte, Calif. END 
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THINGS COME IN SMALL PACKAGES 
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THE BEST 
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RICHMOND © 


age 


WFD-SERIES F 


GAS-FIRED 
STEAM OR HOT WATER 








Among the smallest of all heating units (only 39” high) 
the Richmond WFD gas-fired boiler does the biggest job on 
most residential gas-fired wet-heat problems. A quick check 
of the WF'D’s outstanding features tells why: 
¢ Fully automatic, gas-fired operation. 
¢ Wet base permits installation on any (even 
combustible ) floor. i 
Gleaming white enamel ‘‘Duradized”’ finish to match 
appliances. 
¢ 8 different capacities between 80,900 and 290,000 input 
BTU/Hr makes possible precise matching of more 
installation requirements. 
¢ Easy to install, easy to service— with top clean-out. 
Compact design fits almost any available space. 


CC SCNMONE A.G.A. approved for use with manufactured, natural, 
& mixed and straight propane gases and L-P gas-air 
mixtures. 


¢ Available with tankless hot water heater. 
PLUMBING FIXTURES DIVISION aa ces ; ony 
2 The WFD is ideal for installation in basements, laundries, 
Rheem Manufacturing Company recreation or utility rooms. It has an important place in 
16 Pearl Street, Metuchen, N. J. your profitable future. Write, now, for complete information. 








Look to RICHMOND for a complete line—automatic heating—central summer cooling units. 
Other Rheem Products: WATER HEATERS * WATER SOFTENERS * WEDGEWOOD GAS RANGES AND CLOTHES DRYERS + STEEL AND FIBRE CONTAINERS 
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Every single year since 1938 


more people have bought 





INTERNATIONAL multi-stop trucks 





: than any other make! 





For the past 18 consecutive years, more INTERNATIONAL Trucks 
with famous Metro® Bodies have been sold than any other multi- 


stop delivery truck. The reason is simple: Dependable high quality 
construction and performance that cut running costs to the bone. 
Why not join the crowd? See your INTERNATIONAL Dealer or 
Branch, today. INTERNATIONAL HARVESTER COMPANY, Chicago. 


ee 
INTERNATIONAL 


_TRUCKS 
All-Truck Built to save the BIG money ! 
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with PROFITS, TOO! 


KRITZER # 


Radiant Baseboard 


““K”’ Line is the custom line, specially created 
by KRITZER design engineers to blend with the 
clean, open design of today’s homes. 

“K” Line offers permanent built-in beauty 
with economy for buyers. Engineered features 
permit lowest installation time with extra profit 
for contractors. KRITZER quality means greater 
sales value for the home... greater all ’round 
satisfaction for you and your customers. 

For clean, dependable, quiet heating... for 
safe, straight line beauty ... for more decorating 
and living space... specify “K’’ Line! 

Available in sizes and capacities to meet any 
heating need. Engineering data—Bulletin 200. 
Consumer bulletin— 907. 

KRITZER RADIANT COILS, INc. 
2901 Lawrence Ave. +» Chicago 25 





“KLINE SLOPE TOP STANDARD > UNIVERSAL CONVECTOR, KRITZER 
BASEBOARD BASEBOARD BASEBOARD BASEBOARD SLOTTED FRONT FINNED TUBE 


REPRESENTATIVES IN PRINCIPAL CITIES 
SEE YOUR JOBBER FOR KRITZER PRODUCTS 






Domestic ENGINEERING, JUNE 1956 177 











How Plumbers up sales, increase profits by Selling 
Water Heaters with a family of features 





Heatmasters are made for quick, easy installing. 
Why carry and jockey a water heater into position 
when Heatmaster just rolls into place. Why fuss 
to align a leg unit when you can shim a Heatmaster 
plumb in a second. Why go prone to adjust controls 
and set a pilot when Heatmaster controls are so 
handy and quick. Cut installing costs. Sell Heat- 
master water heaters. 


Heatmasters are made to cut plumber call- 
backs. Consider the value of reducing call-backs 
and complaints with Heatmaster. Every part has a 
special feature to make it stand up. Consider this: 
every connection is heavy gauge steel, welded, not 
screwed, into the tank; every control is tested three 
times; every rugged tank is immersed in molten 
zinc with bottom and top in place to protect all joints. 





ae 





Heatmasters are quality—every part a selling 
feature. Customers want quality. Heatmaster has 
it! Imagine spraying the unseen center of the round 
black base with aluminum paint —just so the cus- 
tomer saves on radiated heat. Imagine overlapping 
Fiberglas insulation over the tank where the cus- 
tomer doesn’t see it — just so the insulation can’t 
slip down and waste heat; that’s Heatmaster! 








m3 
Sia 





Heatmasters are pre-sold in national space, 
local ads. Today’s consumers want national brand 
names. Smart plumbers sell for the long pull, tie 
in with the national reputation of Heatmaster. In 
1956, Heatmaster is pre-sold in national magazines. 
Dealers get remarkable local support from C-E. 
Call your Heatmaster wholesaler now—stock the 
quality line. Sell Heatmaster! 


Heatmaster 


AUTOMATIC WATER HEATERS 
a full family of water heaters with a full family of features 


— 


fy 
at 1 
—q°) ce 
i i es! 
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Rit GLASS-LINED A GALVANIZED N\ STONE-LINED / 
C-E Heatmosters carry the AGA seal of approval for all gas models; the Underwriters’ Laboratories approval and listing for electric models. 
Gas models available for natural, manufactured, or Liquefied Petroleum (bottled) gas. Available in all models and sizes, both gas and electric. 


Manufactured by COMBUSTION ENGINEERING, INC., Home Equipment Division, Chattanooga 1, Tennessee 
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This man 
likes 


va 
Fittings 





: asked him how “K” Fittings compare with others, = 
_ ‘He said he preferred “K” Fittings for several reasons: 


: aus al ce-askagal asthona wal. K’s dea 
——— under strain. 
@ are the features of “K” a which save 
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9 MINUTES WITH BERGIE! 








No "Dog Days’ Next August 


FUNNY THING, BUT I detect 
more of our industry people sing- 
ing in the same key and it sounds 
real “purty like.” For a long time 
different groups, and individuals 
too, didn’t pay much attention to 
what the other guy was doing 
and the result was just what 
you’d expect—bedlam! 

But it’s different now—a lot 
different. 

Don’t get me wrong. Not ev- 
eryone has quit yapping—no sir! 
But you don’t throw the baby 
out with the bath water just be- 
cause he did a little “bellowing.” 
It’s good policy to keep trying to 
show the dissenters the light. 
Sooner or later, they’ll be glad to 
join the trend, when they know 
the benefits that will come to 
them as a result of business-like 
conduct aimed at improving and 
expanding their opportunities. 


= You know, for the last several 
months I have been working 
with a lot of fine industry peo- 
ple on the Plumbing-Heating- 
Cooling Month committee. It’s 
the first time this industry has 
ever attempted to put on a mass 
public education and mass sell- 
ing effort for a given period (i.e., 
August, 1956). 

In our solicitations (and not 
necessarily for money), we find 
some who will “yes” you to death 
and proceed to do nothing about 
it. They didn’t intend to do any- 
thing in the first place. I think 
Godfrey calls them “free load- 


” 


ers.” I guess one can’t expect 


the millennium quite yet. 

Then there are those who turn 
us down completely because the 
idea, in their eyes, is not work- 
able. Turndowns like this are in- 
dications that the presentation 
was faulty. It’s been my conten- 
tion for years that if a prospect 
doesn’t buy, it’s because the 
salesman didn’t sell. 

But the vast majority say, 
“Very good, what do you want 


me to do?” 


# That’s the vital question: 
What is expected of each of us? 
Actually, it is not possible to 
write out all of the specific, pre- 
cise things that each of us should 
do. The whole idea is too new for 
that, and besides, I doubt if there 
is any group smart enough to 
compile that data. However, the 
one thing we can all do is to re- 
solve to be as resourcéful as is 
humanly possible. And I mean 
everyone—no exceptions. 

And now a special plea to you 
contractor-dealers: The August 
celebration won’t be worth much 
without your very active partici- 
pation. You are the key guy and 
should be given support by man- 
ufacturers and wholesalers like 
you’ve never had before. 

Fact is, I understand the 
wholesaler’s salesmen have tak- 
en on the job of giving you all 
the data they can and then ask- 
ing you to sign a “Pledge.” I like 
that idea very much—it will 
mean more of us know what’s 
coming, and that’s good. 


By Hal Bergdahl, manager of dealer sales, Crane Co., Chicago 


Here’s where I probably will 
make some folks mad but here 
goes anyway. It would be my 
suggestion that you retailers, 
you contractor-dealers, get after 
your sources of supply—ask 
them point-blank what they are 
expecting of you in this month- 
long sales effort. 

Get them to spell it out, and 
then you be sure to follow 
through. And then keep an open 
mind yourself—keep your em- 
ployees advised of what you ex- 
pect of them, be on the lookout 
for local tie-in opportunities. 
Maybe your mayor will declare 
August as Plumbing-Heating- 
Cooling Month, at least it won’t 
hurt to suggest it to him. I’ve 
heard of quite a few cases where 
this has been done. 

And when you come right 
down to it, everyone who works 
in our industry is contributing 
to the well-being of all people. 


= But never lose sight of this im- 
mutable fact—they won’t buy 
until we create in their minds a 
desire sufficiently strong for 
them to part with their money 
in exchange for the great bene- 
fits we tell them about. It’s a case 
where everybody wins, and how 
can you beat that! 

Will you pledge to cooperate in 
the Plumbing-Heating-Cooling 
celebration in August? 


For More News About 
Plumbing-Heating-Cooling 
Month see p. 101 
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Specialized Boilers Cast Iron Boilers for Automatic Firing 
Exclusively for Oil Firing and Oil Heating Units 
















































































"46" Series Oil 20" Series Oil "25" Series Oil Heating Boiler “10” Series Boilers #12” Series Boilers 
Heating Boiler Heating Boiler (Wet base type). 
(Wet leg type). (Wet base type). 
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NATIONAL-U. S. PACKETS ... 
automatic, all-in-one home heating units (oil-fired) 
PE Taaaacaa—— 


Steel Bollers 
and Oil Heating Units 


—— 














_———— 






































"17" and “24” Series “26", “29” and “39” Series 
Residential Steel Oil Heating Units Residential Steel Oil Heating Units 





Model “‘K” Packet 








Model “U" Packet 


All types of modern, National-U.S. Heat Distributors work 
effectively with oil-fired boilers—Baseboard and Convectors 


(both t i d f Cast i tubular and wall b P 
pees foo e-em aay Reg ee All sizes of residential and commercial conversion oil burners are also available. 





















































QUALITY — Count on the finest . . . in every 
detail of every fixture! There are none 
finer! And count on them reaching you in 
first-class condition . . . in Safe Transit 
Award-winning crates that save you time 
and money. 

STYLING — You can be sure of eye-appealing 


fixtures .. . smart, easy-to-sell merchandise 
.. . for fast turnover. 


COLOR — The five most popular pastels . 
plus Humphryes famous “Whitest White”. 


MONEY-MAKING FEATURES (Tene 


YOU GET ALL THIS — AWD MORE — 


YOU'LL LIKE THESE 


OF THE No 
HUMPHRYES LINE ¥ 


—_ 


WHEN You SELL HUMPHRYES: 


COMPLETE LINES — Everything you need for 
bathrooms, powder rooms and kitchens 
. .. in enameled cast iron ware and, soon, 
in vitreous chinaware, too. Full or mixed 
car- and truck-loads for faster turning, 
better balanced inventories. Prompt 
shipments. 


SERVICE — Dependable, friendly personal 
service . . . unequalled in the industry... 
the kind that helps you make more money! 


(WHOLESALERS: Our distribution is incomplete in a few areas. ’Phone us collect if 
you would like to discuss handling the Humphryes Line). 





The 


HUMPHRYES 
MANUFACTURING 
COMPANY 

MANSFIELD, OHIO » 


Domestic ENGINEERING, JUNE 1956 



























What is CLOW I.P.S. pipe? 











Clow I.P.S. pipe is cast iron pipe with 
steel pipe outside diameter. Manufac- 
tured in sizes 3, 4, 5, 6, 8, and 10 inches, 
it is used for downspouts, vent and 
waste piping where there is a demand 
for permanent piping. 


















































































Clow I.P.S. pipe is available with in- 
tegral calking hub (extra heavy soil 
pipe pattern) in sizes 4, 6, and 8 inches. 
Hub end pipe can be used for under- 
ground installations, or wherever in- 
stallation demands a calked joint. 


See it 
in Milwaukee 
N.A.P.C. 
convention 
‘Booth 866 


mi 


AND DEVELOPMENT CENTER, Barrington, lil. 





AMERICAN CAN COMPANY'S NEW RESEARCH 


Clow I.P.S. pipe is available with 
threaded or plain ends in sizes 3, 4, 5, 
6, 8, and 10 inches. I.P.S. pipe meets 
all the physical requirements of Federal 
Specifications WW-P-356, for drainage, 
vent and waste piping. 








Clow I.P.S. pipe is manufactured and 
available in 18 foot random lengths. 
Long lengths make it ideal for long 
runs of piping, whether embedded in 
walls, exposed, or underground. I.PS. 
pipe can be used with regular soil 
or drainage fittings. 








Plumbing Contractors: S. J. Reynolds Co., Inc., Chicago 


General Contractor: LaSalle Const. Co., Chicago 
(Clow I.P.S. (threaded) Cast Iron Pipe 
downspouts, drains and waste lines.) 


































PRUDENTIAL MID-AMERICA HOME OFFICE, Chicago 
Architects: Naess & Murphy l 


Plumbing Contractor: M. J. Corboy Corp. 
General Contractor: George A. Fuller Company 
(Clow I.P.S. Cast Iron Pipe downspouts.) | 






JAMES B. CLOW & 
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SONS 


201-299 North Talman Avenue * Chicago 89, Illinois 





Write today for | 
free literature 








Manufacturers of Cast Iron Pipe 
Wholesalers of Plumbing and 
Heating Supplies 


‘|| CLOW LP-.S. 
_ CAST IRON PIPE 


...can be cut... threaded... and fitted ...on the job... 
with ordinary tools of the piping trade 


James B. Clow & Sons, Inc. 
201-299 N. Talman Avenue 
Chicago 80, lilinois 


Please send me, at no obligation, further 
information about Clow I. P. 8. Cast Iron 
Pipe. 


Name. 





Address. 









City. State 
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THE TUB THAT 
S MOVED UPSTAIRS 


~~ 





*TRADEMARK—OWENS CORNING FIBERGLAS CORP. 


“Wesglas” laundry tubs, made of fabulous Fiber- 
glas*, will not stain, chip or craze, and are a perfect 
match for today’s modern appliances. They add se// 
to any utility room or laundry. Enclosed in gleaming 
white enameled steel cabinets, they do the job of 
double compartment tubs, yet save valuable working 
space. ““Wesglas” 21 gallon capacity tubs will store 
all of the water of the suds saver washer and have a 
large storage compartment below that conveniently 
holds all washing supplies. 


There is a 'Wesglas” tub for every home requirement. 





OXFORD MODEL.0-55-1 CHALET MODEL C-54 
features fiberglas tub with shelf features enameled steel cover. 


—attached to a greyenameled Tyb-tan be used with cover in 
steel stand which assembles 


place. 
_»- without bolts. ‘ie 
" OXFORD TWIN MODEL 0-55-2 MANOR MODEL M-54 
has two compartments joined hos fiberglas cover, which can 
with a crome strip. be used os a carrying tray. 


Sold nationally through plumbing supply wholesalers. 


WESSELS CO. 1625 Euclid Ave. + Detroit 11, Mich. 
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IDEA 
FOR | 
PUBLIC 
~WASHROOMS 


Pedal Operated 
Chicago Faucets 


Here’s an idea that is opening up a brand new 
market, in public washrooms everywhere. It is 
gaining in popularity all the time. 

Chicago Pedal Faucets are the only true sani- 
tary faucets for public use. They ob the ulti- 
mate in convenience also. One foot controls 
both water flow and temperature, leaving both 
hands free. And they still permit all the econo- 
mies of water and fuel that come with self-clos- 
ing valves. 

Both wall mounted 
and floor mounted 
models available. Pedals 
swing up out of the way 
when cleaning floors. 
The operating units pro- 
vide all the trouble-free 
service for which 
Chicago Faucets are so 
justly famed. 


THE CHICAGO FAUCET CO. 
Chicago 39, Ill. 


Chicago Faucet Products 
are distributed through 
the plumbing trade ex- 


eee. 
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Westinghouse \ 
plumbed-in 
appliances \ 


\ 
\ 


WATCH WESTINGHOUSE at the NAPC CONVENTION ! 
@ SEE ELEKTRO & SPARKO—the Westinghouse mechanical genius 
and his dog. 


@ BRING YOUR CHECKBOOK—NAPC members will be extended 
very special prices on Westinghouse Dishwashers and Disposers. 


@ win A prize—Every day Westinghouse gives away Wate. 
Heaters, Dishwashers and Disposers. 


WATCH WESTINGHOUSE 


WHERE BIG THINGS ARE HAPPENING FOR vou! 
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WESTINGHOUSE WATER HEATERS 

WITH 10 YEAR PROTECTION POLICY 

... trouble-free to install—trouble-free to operate, and 
so reliable, Westinghouse can give a 10 year Protec- 
tion Policy. Competitively priced in round or table top 
models. Quick recovery models, too. 


WESTINGHOUSE DISHWASHERS 

WITH EXCLUSIVE TEMPERATURE MONITOR 
guarantee 140 degree water to completely sanitize 
dishes. A model for every requirement—custom panels 
of brushed chrome, antique copper or natural wood. 
Prime coated panels for local painting to match any 
kitchen scheme. Easy, low cost installation! 








WESTINGHOUSE FOOD DISPOSERS 

HAVE AMAZING TROUBLE-FREE RECORD 

.+».not one repair call in 100 sales—an unmatched 
99.24% trouble-free record. Just one of the pluses you 
get with Westinghouse. Model FD-1 for the deluxe 
market—FD-2 for the standard market. 


























CHASE COPPER ...sign of QUALITY in drainage lines/ 


The fast way—the best way to install drainage systems is with Chase 
copper drainage tube (DWV). 


Chase copper drainage tube is 4 times lighter than ordinary drain- 
age pipe. Can be pre-assembled on the bench and installed quickly. 
Cut it to the required length right on the job. Use fewer fittings—it 
comes in long 20 foot lengths. And rugged, leakproof solder joints fit 
within standard partitions—eliminating expensive furring out! 


What’s more, drainage lines of Chase copper tube resist corrosion 
—can’t clog with rust—stay efficient over the years! Their interior is 
smoother; flow is unobstructed at joint connections—larger volumes of 
waste water can pass through them because friction is reduced! 





Longer-lasting radiant heating installations are 


: ‘ economical, quick and clean when made from 
Install drainage lines of Chase copper tube. Your Chase wholesaler Chase copper water tube. No worry about leaks 


can supply you in a hurry! or repairs—can't clog with rust! 
The Nation’s Headquarters for Brass & Copper 
Atienta «= Chicage Denver Indianapolis Minneapolis Philadelphia 
® Baltimore Cacinnat! Ostrort Kansas City, Me. Newark Pittsburgh 
ee 
BRASS & COPPER CO. SLs ‘Sanfrancaca Seat _Matrbr 


WATERBURY 20, CONNECTICUT — SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


Add extra-value to every home—make extra-satisfied customers! 
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“The high quality of Burnham heating systems makes good profit- 
able sales for me, There are few, if any, call backs and the fine 
performance of Burnham products makes me a lot of strong friends.” 
* Wide choice ...a rugged cast-iron boiler for every fuel and pur- 
pose, all giving top performance. That’s mighty important! All are 
designed by an expert engineering staff with over 80 years of 
experience to draw on. Vertical flue travel over specially designed 
sections with hundreds of heat-absorbing pins or fins makes them 
all top fuel savers. All can be equipped for year ‘round automatic 
domestic hot water supply by the addition of Burnham all-copper 
coils, Get the full story... Mail the coupon TODAY. 


“One BASE-RAY atelltion sells another” 





























BURNHAM 


BASE RAY 


RADIANT BASEBOARD 





IRVINGTON NEW YORK 
FIRST IN THE MANUFACTURE OF BASEBOARD HEATING 
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“The minute my customer sees a BASE-RAY® installation, 
with all its desirable advantages, she’s ready to listen. The 
joy of having no cumbersome radiators or hot-blast registers 
to interfere with furniture arrangement or decorative effect 
appeals to her.” 


But the other features of BASE-RAY appeal as strongly to 
men: The cleanest, evenest, most draft-free heating known 
... gentle radiant heat that penetrates every nook and cor- 
ner...no cold spots, even near large picture windows... 
no expansion noises. And better still BASE-RAY means true 
economy ... it’s made of cast iron for long trouble-free life. 
Yes, customers quickly agree BASE-RAY and Burnham 
Boilers provide the last word in winter comfort. Particularly 
when cost is so reasonable .. . only a dollar or two added to 
carrying charges gives them the finest heating comfort 
available. And for you — extremely easy installation for new 
work or modernization. The coupon will bring full details. 
*Reg. U.S. Pat. Off. 


Burnham Corporation DE-66 
Irvington, New York 


Please send me full information on: 


74 
| 
| 
| 
| 

BASE-RAY [] BURNHAM BOILERS [J 
! 
| 
| 
1 
| 
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VICTORIAN SOFA TUB: An Ameri- 
can design between 1880 and 1890, 
this unit doubled as a living room sofa 
and a bathtub. The sofa top could be 
entirely removed, revealing a full 
length metal tub. Some styles were 
more ornate than this and were hailed 
as “the common sense invention of 
the age.” The tub had to be bailed 
out, and the carpet protected. 








EARLY ROMAN TUB: Dating be- 
tween the 4th and Ist Century, B. C., 
this is thought to be oldest movable 
tub in existence. Made of white mar- 
ble, the tub weighs nearly half a ton, 
and is tilted slightly upward at each 
end. It stands on a pedestal base and 
has a rolled edge. About 41% ft in 
length, it has no drainage system and 
water is poured in and dipped out. 








Bi 
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Soap manufacturers display antique bathtubs 


and review the ancient history of bathing 


THE MOST EXPENSIVE BATHTUB 
ever built, of black and gold 
African marble, cost $50,000 and 
was owned by George Blumne- 
thal, a prominent New Yorker 
.. . Rose petals, crushed straw- 
berries and asses’ milk have all 
been favored as ingredients of 
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the bath by the more fastidious 
ladies of history. 

These and many other inter- 
esting facts about the history of 
bathing and bathtubs were 
brought out recently during the 
“Bathorama” sponsored by the 
Cleanliness Bureau of the Assn. 






of American Soap and Glycerine 
Producers, Inc. at the Waldorf- 
Astoria in New York. 

Most of the antique bathtubs 
and showers shown on_ these 
pages were loaned by Crane Co. 
and American-Standard for dis- 
play at the Bathorama. 

The historical origin of the 
practice of bathing appears to be 
hidden in the obscure mysteries 
and rites of early religion, which 
called for the pouring of water 
over the body, although there 
was no thought at this time of 
removing dirt. This ritual aspect 
of bathing is still observed in 
India, for example, where bath- 
ing in the water of sacred rivers 


Domestic ENGINEERING, JUNE 1956 








eri- 
890, 
sofa 
| be 
full 
ere 


iled 


iled 





ine 


ibs 


ies 


TUNE 1956 











FRENCH CRADLE TUB: Probably a 
French courtesan bathed in this 
carved wood tub sometime between 
1754 and 1793. The frame and tub are 
gilded with 14 carat gold leaf. The 
cradle, with removable metal insert, 
is suspended about 312 ft high be- 
tween the rococco columns. The tub 
tilts downward so the bather could 
nestle in the basin and extend her legs. 


remains an important part of the 
religious observance of some 
segments of the population. 

From some such a hazy begin- 
ning, the practice of bathing was 
gradually developed, first by the 
Egyptians and later by the 
Greeks and Romans, as a means 
of cleansing and beautifying the 
body. The Greeks were fond of 
a home-style tub shaped like a 
modern bird bath and followed 
the practice of eating and drink- 
ing while bathing. 

The Romans, however, were 
more progressive in their bath- 
ing habits than any other period 
in history until well into the 20th 
Century. Among the Romans, 
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private baths had come into 
prominence and were especially 
fashionable with women. Effec- 
tive plumbing and drainage sys- 
tems had been developed, as well 
as a simple form of shower. Peo- 
ple had learned to perfume and 
anoint the body, but as yet no 
soap or lathering agent of any 
kind had been discovered. 

The Roman male generally 
preferred the company and ac- 
tivity of the public baths, which 
boasted steam rooms and baths 
of varying temperatures as well 
as a cold plunge to climax the 
lengthy bathing process. Much 
of the public life of the Romans 
centered around these public 





CLOSET TUB: This American inven- 
tion, probably around 1880, could fold 
into a closet like a “Murphy” bed or 
open into a spacious tub. It also 
boasts a water heater, or “geyser,” 
and faucets, but no drainage system. 
Cost ranged from $11.50 up to $50.00 
for deluxe models. Ladies often wore 
bathing suits during this period when 
modesty was paramount. 


baths where business was trans- 
acted and the important issues 
of the day were discussed. The 
Romans also built portable baths 
for soldiers in the field, not un- 
like those used by the U. S. 
Army today. 

The barbarian hordes that 
subsequently invaded Rome per- 
mitted the baths to fall into 
ruins. The famous aqueducts 
which carried the water supply 
were not maintained in working 
order, and the drainage and 
plumbing systems decayed dur- 
ing the long centuries of the 
Dark Ages. Not until the late 
1800’s did the world once again 

(Please turn to top of next page) 
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develop a_ better system of 
plumbing. 

It has been suggested that the 
fall of Rome was hastened be- 
cause the Romans spent too 
much time in their baths. But 
the Arabs, a century later, ig- 
nored this gossip and copied the 
Roman baths. 

The Arabs passed their bath- 
ing know-how on to the Moors 
during the Middle Ages, and 
soon bathing became a “Turkish 
delight.” Naturally, when the 
Moors conquered other lands, 
baths were constructed for their 
convenience, differing only 
slightly from the Arab “ham- 
mams.” Bathing was preceded by 
joint manipulation or a form of 
chiropraction. Then the bather 
lathered with palm fibre, rinsed 
off, and dressed—activities de- 
signed to achieve a feeling of 
well-being. 

This high culture of the bath 
was too much a symbol of Moor- 
ish ways to be accepted by some 
of the conquered peoples. A 
queen of the occupied Spanish 
province of Aragon boasted that 
she had never bathed, being es- 
pecially exempt as a privilege 
of her royal birth and marriage. 


» The 17th and 18th Centuries 
were considered enlightened, but 
it was the mind that was culti- 
vated rather than the body. For 
all its gilded tubs, rose petal 
baths and secretive chaise tubs, 
the palace at Versailles was 
dirtier than the crowded streets 
of medieval France. The stunt- 
ing of the cleanliness instinct 
was stronger at this time than at 
any other period in history. Dur- 
ing the Reformation and Coun- 
ter-reformation, nakedness was 
regarded as a sin, and nakedness 
and bathing were considered 
synonymous, It was partly for 
this reason that the art of bath- 
ing almost perished in a period 
when the arts and intellectual 
pursuits attained great heights. 

Late in the 18th Century, 
however, the more familiar form 
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of the bathtub appeared. The 
main receptacle was extremely 
shallow, and there was often a 
high padded back, but subse- 
quently the depth increased and 
the back vanished. Simultane- 
ously, soap production was ex- 
panded on an industrial basis. 

But Americans were _inde- 
pendent, in design as well as 
politics. Bathtubs assumed weird 
shapes as inventive minds like 
Ben Franklin’s turned toward 
improving the bathtub. Shoe 
tubs, hat tubs, wooden shower 
contraptions, fancy closet tubs 
and convertible furniture tubs 
blossomed through the 1800's. 

No formal bathrooms were in- 
stalled until the late 1800’s, and 
even then plumbing and heating 
presented difficult problems. The 
closet tub (see cut, p. 189) rep- 
resented progress because it con- 
tained its own heater or “gey- 
ser,” but convenient and sanitary 
bathing wasn’t possible without 
a proper drainage system. 








When the turn of the century 
came, the tub found a room of 
its own at last. Plumbing and 
water supplies were so improved 
in the early 1900’s that running 
water could be piped to any 
floor, and thus the enameled tub 
became a solid fixture. The claw- 
foot Victorian tub marked the 
beginning of a new Roman bath- 
ing era—improved with ade- 
quate water supplies, central 
heating, tiled floors and walls. 

As Americans grew progres- 
sively more and more bath con- 
scious, the mass production of 
bathtubs soared in the United 
States, which now leads the 
world in the production of bath- 
ing and cleanliness equipment. 
Soap, too became cheaper with 
mass production. This utility 


combined with beauty, economy 
and convenience, made available 
by the plumbing and heating in- 
dustry, represent one of the most 
important elements in our high 
standard of living. 


END 





EARLY SHOWER FIXTURES: The English shower (left) dates from about 
1810 and is made of metal painted to resemble bamboo. A hand pump arrange- 
ment forces water up through one hollow leg to tank on top, then down over 
bather’s head, using the same water over and over. The American stool shower 
(right), about 1830-40, has revolving seat. The lever at left is worked back 
and forth by the bather. This pumps water up through the hose and over the 
bather’s head and shoulders, and also works the scrub brush up and down. 
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No. 51 Float Valve with Non- 
Corrosion Nylon Seat and 
Nylon Plunger. A_ semi-ele- 
vated valve—can be ve 
with long shank as well as 
Douglas shank. Flow of water 
can be reduced and silenced 
by Adjusting Top Screw. Fur- 
nished with rod and refill. 


Lhe Lradition \igeiy 
of Craftsmanship "®* 


CT 


illustrations show our 
NEW Nos. 50 and 51 Float Valves. 
They come equipped with Non-Cor- 
rosion Nylon Seat and Nylon 
Plunger. A semi-elevated valve— 
can be equipped with long shank 
as well as Douglas shank. The No. 
51 is equipped with Adjusting Top 
Screw so flow of water can be re- 
duced and silenced. 


Packed in individual box with rod and refill 






No. 50 Float Valve with Non- 
Corrosion Nylon Seat and 
Nylon Plunger. A_ semi-ele- 
vated valve—can be equipped 
with long shank as well as 
Douglas shank. Furnished with 
rod and refill. 





Business Character 
RICE LEADERS 
OF THE WORLD 


. 
L | y | T | N ASSOCIATION 
i n Q U A Represents High Standing 
mn 


Name Product Policy 


Individual security INSURES FREEDOM and LIBERTY. Social Security leads 
to Regimentation and LOSS OF LIBERTY. 


It’s a privilege to live in a Republic. Only God can help the people who live in 


Democracies. 


Vii 
President 


THE INDIANA BRASS CO,., Inc. 


FRANKFORT 
“MANUFACTURERS OF PLUMBERS BRASS GOODS” 
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the business end of this 


BIG BURNER 


really means 


BIG BUSINESS 










Tried and proven U.S.-Carlin high capacity models, ranging up to 
20.00 G.P.H., put you in a key position to sell the profitable BIG 
BURNER market...schools, apartments, churches, factories... 
business, commercial and non-residential structures of’ all kinds. 


With the highest efficiency ever engineered into a line of burners... 
advanced design, quality construction throughout, convenient service 
features, and proved fuel savings up to 36%... it’s evident why 
U.S.-Carlin Oil Burners have established an enviable reputation for 
outstanding performance throughout the world. You, too, will find 
it pays to team up with U.S.-Carlin. 


Complete specifications and engineering data are yours for the asking. 
Contact your heating wholesaler or write us today. 


THE CARLIN COMPANY, WETHERSFIELD 9, CONNECTIC!I 





Model 800 S-4 Model 2000 $-5 
4.00 to 8.00 G.P-H. 7.00 te 12.00 G.P.H. 

















They Outsell 
because they Excel 








Model 1200 Model 2000 
6.00 to 12.00 G.P.H. | 10.00 to 20.00 G.P.H. | 
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Photo by Ewing Galloway, N.Y. 


““You’re darn tootin’. And youcan, too.” 

It’s old fashioned to carry big pipe 
inventories. Today successful operators 
have eliminated pipe inventory problems 
by letting the Republic Pipe Distributor 
assume these responsibilities. Gone are 
their worries over handling costs, insur- 
ance costsand inventory losses. Nolonger 
do they have to invest large amounts of 
capital in supplies, then tie up valuable 
space to store them. 

When they need pipe—no matter how 
big or small the order—they simply pick 
up the phone and call the Republic Pipe 
Distributor. He’s in business to provide 


"You save 


that much 





on your 
steel pipe 


stockroom?” 





precisely the piping supplies needed—at 
a moment's notice. You use his warehouse 
as you would your own—without the 
usual headaches. 

And he carries a fu// line of piping sup- 
plies and accessories—everything needed 
for complete plumbing, heating, refrig- 
eration, air conditioning, process and 
industrial piping or other piping jobs. 

Give him a call, and he’ll be glad to 
demonstrate his service, no matter how 
large or small the order. Don’t forget to 
ask him fora copy of his stock list. You'll 
find it will become an important part of 
your operation. 


CALL YOUR LOCAL REPUBLIC DISTRIBUTOR FOR QUICK DELIVERY OF STEEL PIPE 


REPUBLIC Stel Aye 
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Alabama Pipe Company 
Anniston, Alabama 


The American Brass 


& iron Foundry 
Oakland, California 


American Foundry 
Los Angeles, California 


Anniston Foundry Company, Inc. 
Anniston, Alabama 


Anniston Soil Pipe Company 
Anniston, Alabama 


Attalla Pipe & 


Foundry Co., Inc. 
Attalla, Alabama 


Buffalo Pipe & Foundry Company 
Buffalo, New York 


Charlotte Pipe & Foundry Co. 
Charlotte, North Carolina 


Combustion Engineering, Inc. 
Chattanooga, Tennessee 


Emory Pipe & Foundry Company 
Anniston, Alabama 


Hajoca Corporation 
Quakertown, Pennsylvania 


T. C. King Pipe & Foundry Co. 
Anniston, Alabama 


CAST IRON SOIL PIPE INSTITUTE 
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When ordering 


cast iron soil pipe 


and fittings 


consider this 


For the past seven years the Cast 
Iron Soil Pipe Institute has co- 
operated with contractors, whole- 
salers, plumbing officials in 
municipalities and the U. S. De- 
partment of Commerce in devel- 
oping higher standards of quality 
and uniformity in weights and 
dimensions for cast iron soil pipe 
and fittings. 

The members of the Institute 
have, without exception, pooled 
their experience and invested 
substantial sums in advancing 
this much needed program. 
Today you may order with confi- 
dence the products of any of the 
members listed here, knowing 
that their Institute membership 
is evidence that they developed, 
and now conform to, the highest 
standards of workmanship avail- 


able today. 


The Mark of Quality and Permanence 


° 1627 K STREET N.W., WASHINGTON 6, D. C. 


Pacific Cast Iron Pipe & 
Fitting Co. 


South Gate, California 


Peerless Pipe & 


Foundry Co., Inc. 
Anniston, Alabama 


Reading Foundry Company 


Reading, Pennsylvania 


Rich Manufacturing Co. 
of California 
Los Angeles, California 


Rudisil! Foundry Company 
Anniston, Alabama 


Russell Pipe & 
Foundry Co., Inc. 
Alexander City, Alabama 


Salem Pipe & 
Iron Mfg. Company 
Bridgeton, New Jersey 


Somerville Iron Works, Inc. 
Chattanooga, Tennessee 


Tyler Pipe & Foundry Company 
Tyler, Texas 


Walker Machine & 
Foundry Corp. 
Roanoke, Virginia 


Western Foundry Company 


Tyler, Texas 


Williamstown Foundry Corp. 
Williamstown, New Jersey 
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THE POWER BURNER 
Gas Men Choose 












Fuel Oil Filters 








ae | 
ep 


1) 
nee 


§ 
Best for the JOB! 
Best for YOU! 


More features . . . better heat for your cus- 
tomers ... more profits for you. Double filter 
action positively protects against clogged 
nozzles and lines, eliminates call-backs. 
Leakproof one-piece construction, reinforced 
bolt spud, guaranteed permanently rustproof. 
Hexagon extensions . . . easiest of all to 
install . . . at either tank or burner. 

It’s sure to satisfy. Use Auto-flo Fuel Oil Filters 
on every installation, gravity or pressure type 
burners—the F-300 Standard, or the 
King Size F-400 for over-standard and 
i) commercial applications. 


ASK YOUR WHOLESALER 
a 




































Two 2,800,000 BTU Lo-BLAST Burners in service shop building 
of Peoples Gas Light & Coke Co., Chicago, Illinois. In addition, a 
o-BLAST Economitte is used for water heating. 


Lo-BLAST costs 10% less to operate—less to install 


This burner uses an extremely quiet, low speed blower 
to provide perfectly controlled primary and secondary 
air—always independent of natural draft—more efficient 
and dependable. 

A high chimney is not needed and complete factory 
assembly reduces installation costs. Inshot design reduces 
maintenance. Each unit is factory tested on gas. 


AUTOMATIC 
HUMIDIFIER 




























' ' 
, ' 
: Please send me full information on Auto-Flo: : | Capacities from 75,000 to 20,000,000 BTU input. 
: Fuel Oil Filters. | "100" Automatic Humidifier. 4 Write for engineering data. 
8 5 | 
: 4 
| $ Name—__ MID-CONTINENT 
{Address METAL PRODUCTS CO. 
Soy i adil | 1960 N. Clybourn Ave., Chicago 14, III. 
heeceanen eee eo coo ace ene eee eee oe & * 
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Room A-C Display 

Mitchell Mfg. is offering dealers 
a room air conditioner display 
which demonstrates how the unit 
works and explains the functions 
of its integral parts. The display 


Mircnee. 
thot 
2 —- 
bain Lee 
1G. pamex | 





mounts on top of the air condi- 
tioner, featuring a cutaway view 
of the interior. The components 
are numbered and keyed to a 
legend at the top of the display 
where the parts are identified. 

Issued by: Mitchell Mfg. Co., Air 
Conditioning Div., 2525 N. Cly- 
bourn Ave., Chicago 14. 


Plastic Pipe Wrapping 

Plastex Co. has developed a 
heavy protective wrapping for its 
coiled plastic pipe to simplify han- 





dling and storage. The wrapped 
pipe coils can be mounted on stor- 
age or display reels and are la- 
beled prominently for quick iden- 
tification and inventory. A ripcord 
permits easy opening of the pro- 
tective wrapping. 

Issued by: Plastex Co., 402 Mt. 
Vernon Ave., Columbus 3, O. 
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Copper Tubing Mailer 

A four-page, two-color folder il- 
lustrating and describing the use 
of copper tubing in the home is 
being issued to contractors by Ana- 
conda. The pocket-size folder fea- 
tures a cut-away view of the house 
that illustrates a complete copper 
plumbing installation. A free esti- 
mate for installing copper tubing 
in new homes or remodeling and 
repairing plumbing systems is of- 
fered. The folder is available with 
individual firm’s name and address 
printed on the back page. 

Issued by: American Brass Co., 
414 Meadow St., Waterbury, Conn. 


Kitchen Slide Films 

A set of color slide films of typi- 
cal kitchen installations in homes 
is being offered to dealers and dis- 


tributors by Republic Steel Kitch- 
ens. The set consists of 12 films 
that show kitchens in homes 
throughout the nation, and a plas- 
tic viewer. A second set of slide 
films will be made available soon. 

Issued by: Republic Steel Corp., 
1038 Belden Ave., Canton, O. 


Display Poster 

A cardboard poster featuring a 
caricature of Kilroy is being of- 
fered to distributors by Viking Air 
Products. The poster is designed 





for mounting on the company’s 
blower assemblies. 

Issued by: Viking Air Products, 
Div. National U.S. Radiator Corp., 
5601 Walworth Ave., Cleveland 2. 


Warm Air Assn. Offers Heating-Cooling Booklets 


The National Warm Air Heating 
and Air Conditioning Assn. is issu- 
ing four consumer booklets as part 
of a series of publications for mer- 
chandising warm air heating and 
air conditioning systems. The book- 
lets are designed to explain the 
system in terms of performance 
rather than the technical aspects 
of the installation. The four book- 


RE YOU PAYING 
Too Mach 


g YOUR HEATING 7 


lets include a publication directed 
toward the heating modernization 
prospect; two booklets that point 
out the benefits of residential air 
conditioning and a booklet for new 
home builders. 

Issued by: National Warm Air 
Heating and Air Conditioning 
Assn., 640 Engineers Bldg., Cleve- 
land 14. 


Air Conditioning: 





ffonenonns for 


7. ul relased lie ing 


= 





REFERENCE MATERIAL for use by the contractor-dealer in his individual 
efforts to sell better quality heating and air conditioning systems is available 
from the National Warm Air Heating and Air Conditioning Assn. See above. 
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This water closet does not C 


disturb your peace of mind 


This ad 
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ryy . “ ° l . 
The famous ( ase time-tested Non-Overflow One-Piece” water closet 
with the whispering flush...produced in 32 decorator colors and Spark- 


° e ™“ - 
ling black and white. Ask your ( ase wholesaler or write: 


CASE MANUFACTURING CORPORATION 


33 MAIN STREET, BUFFALO 3, NEW YORK 
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iy: 
CUTS REST ROOM 
CLEANING TIME! 


ZURN SYSTEM teamed with AMERICAN-STANDARD 
off-the-floor plumbing fixtures improve sanitation 
... keep years ahead in design. 





To match the pioneer aluminum curtain-wall construction of the 
Aluminum Company of America’s 30-story Alcoa Building, Pitts- 
burgh, its 109 rest rooms had to look and be completely up-to-date. 


Floor-Free Design Specified. Floors completely free of fixtures were 
specified for each rest room . . . to create a feeling of space, a fact 
of cleanliness. Rest room sanitation is stepped up . . . yet cleaning 
maintenance is cut substantially. And, neste this design is 
based on the only real news in rest room plumbing fixtures, it will 
look as fresh and modern during years to come as it does today! 





Economy Confirmed. Edward C. Collins, Alcoa Building Construc- 
tion Superintendent, confirms the practicality of off-the-floor de- 
sign when he states: 


“There was no question but that plumbing fixtures would be in- 
stalled clear off the floor. It simplifies cleaning maintenance, and 
we can maintain constant cleanliness and sanitation in our rest 
rooms.” 


Installed Value. Yes, in new construction everywhere, rest rooms 
like those in the Alcoa Building prove that the best design is the 
most economical in the long run... with installed value that pays 
off in more rentable floor space, lower am § costs, construc- 
tion and maintenance savings, tenant approval, added years of 
useful life. 


For More Facts on The Zurn System and American-Standard off- 
the-floor fixtures—write for your free copies of “You Can Build 


It For Less A New Way” and “Better Rest Room Guide.” 


THE ZURN SYSTEM® 
Wm. ZURN MEG. CO, 


Plumbing Division 
Erie, Pa., U.S.A. 


OFF-THE-FLOOR FIXTURES 


American-Standard 


Plumbing and Heating Division 
Pittsburgh, Pa., U.S.A. 





? 


Ritchey; Assoc. Arch. 





Saves Material, Time, Labor. Zurn System rigidly 


Better, Faster Sanitation. A floor free of bowls, ped- 


estals or drain pipes, speeds cleaning time up to supports off-the-floor fixtures from behind the wall 
30% based on comparative time studies with old- ... Opens up a new world of better rest room de- 
E 1956 Style installations. More thorough sanitation too sign. Cuts installation and maintenance. No furring- 








With no hard-to-reach corners or floor crevices. in, floor reconstruction, unseen water seepage. 


This advertisement is sponsored jointly by the J. A. Zurn Mfg. Co., and Harrison & Abramovitz, Chief Architects Saver, Inc., Plumbing 
the American Radiator & Standard Sanitary Corporation. Altenhof & Brown; Mitchell & Jaros, Baum & Bolles, Mech. Engrs. 
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Mail coupon for new 
literature. Describes 
benefits of floor- 

free rest room design. 
There’s no obligation, 
of course, 


J. A. Zurn Mfg. Co., AZ-4 

Erie, Pa., U.S.A. 

Please send me free copies of “You Can 
Build It For Less A New Way,” and “Better 
Rest Room Guide.” 
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Dazzling new beauty has been 
added to the White line—glamorous 
turquoise touches, gleaming copper 
glints, shimmering white—but, basically, 
White sells and sells fast because it’s 
a darned good heater. Just read the 
wealth of features listed below—then 
phone, wire or write TODAY and get 
set, yourself, for new sales records, 
new profits. 





Wy, ° WATER-HOTTERS 
Automatic Water Heaters 
Electric or Gas— 


White Glass or Zinc-in-ized Lining 


WHITE PRODUCTS CORPORATION, Middleville, Michigan 
Water Heating Specialists Since 1890 « Div. of Lamb Industries, inc. 
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ONLY 








...gives you all the features 
essential in a plastic 
pipe clamp! 





Hy Greac i. 100% corrosion- 


proof...the only clamp that matches the qualities 
of plastic pipe itself for long-term underground 
installations. That’s why, today, HY-GEAR is the 
most widely used clamp in the plastic pipe field. 
Send for your sample! 


designed specifically for plastic pipe 


== 


WRITE DEPT. K 
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Good Reading 


(Continued from bottom of page 47) 
Baseboard heating bulletin. Pho- 
tos, drawings and technical data 
describe two lines of baseboard, 
one for residential applications, and 
the other for commercial, institu- 
tional and industrial buildings. 
Provides roughing-in data, design 
and details of installations, along 
with capacities and procedures for 
selection. Twelve pages in color. 
Available from: C. A. Dunham 
Co., 400 W. Madiscn St., Chicago 6. 





Heat exchanger catalog. Sixteen- 
page, two-color catalog illustrates 
and describes converter and instant 
water heater applications. Draw- 
ings show functions of shell and 
tub> type heat exchangers. Gives 


a 
Fiviel= 





selection tables, installation dia- 
grams and engineering data. 

Available from: C. R. Bernstrom, 
Inc., 183 Hartford Ave., Providence 
ie a i 


L-P gas equipment brochure. 
Eight-page brochure illustrates 
typical on-the-job uses of L-P gas 
for such plumbing applications as 
lead-melting, burning out joints 
and soldering. Describes firm’s line 
of liquid gas equipment, including 
melting furnaces and pots, torches 
and soldering irons. 

Available from: Mutual Liquid 
Gas Equipment Co., Inc., 17129 S. 
Broadway, Gardena, Calif. 


Pump bulletin. Eight-page, two- 
color bulletin discusses non-clog 
pumps for handling solids in sus- 
pension. Gives specifications for 
vertical, horizontal and_ close- 
coupled types for such pumping 
applications as water supply, drain- 
age and sewage handling. Illustrates 
and describes features and com- 
ponents of the units. 

Available from: Aurora Pump 
Div.. New York Air Brake Co., 
Aurora, IIl. 

(Please turn to top of page 202) 
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FASTEN 


pee me oned , Rod. i -a a = 
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Shure-Set 


PATENTS PENDING 


—THE HAMMER-IN FASTENING METHOD 


WOOD TO MASONRY 
shelves 
paneling 
partitions 


WOOD TO STEEL 
furring strips 
signboards 
panel boards 


STEEL TO STEEL 
wire mesh 
window guards 
pipe straps 


STEEL TO CONCRETE 
conduit 
clips 
downspouts 


Ask your supplier. SHURE-SET gives youa 
real advantage over old-style methods. 
Get the jump on your competition. Write 


now for full details. 


Ramset is the original powder-actuated 


Where nails fail and Ramset® is not required, 
SHURE-SET fills the bill. It’s the in-between 
tool that handles countless jobs better than 


concrete nails or drilling. 


Here’s a new fastening tool, essential to every- 
one who works with concrete or steel! Just pick 
up a hammer and your SHURE-SET KIT and 
” 


you can fasten into cement block, masonry, 4 
steel, mortar joints and other hard materials. 


SHURE-SET supports and guides the fastener 
straight and true with pin-point accuracy. No 
bending, buckling, bouncing—fasteners sink 


into hard materials as if by magic! 


Uses no outside power; just makes your 
hammer power more effective. It’s a “must” 
tool for every carpenter, electrician, plumber 
or builder of any kind. Especially valuable 
where Ramset may be too powerful. 


COMPLETE KIT 
contains every- 
thing you need 


method for heavy-duty fastening. 


ShAure-Set . 


_.BY THE MAKERS OF Ramset * 


RAMSET FASTENING SYSTEM: WINCHESTER-WESTERN DIVISION 


OLIN MATHIESON CHEMICAL CORPORATION 


12165-F BEREA ROAD «+ CLEVELAND 11, CHIO 
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ON INDUSTRIAL 
CONTROL PANELS 


Vv. 


202 







NEW 
INDICATOR 


SAVES SPACE 


Twenty-inch dial in 3x10%” 
case permits close readings 


The new Liquidometer Model 216 Indicator gives the plant engi- 
neer a reliable, automatic reading of storage tank contents: Avail- 
able in either vertical or horizontal design, the compact and highly 
readable Model 216 Indicator makes possible multiple installations 
on crowded control panels. 

Teamed with Liquidometer’s time-tested hydraulic transmission 
gaging system, the new indicator provides instantaneous remote 
indication of liquid levels—automatically. No outside power source 
is required. Virtually any liquid may be measured, and the indicator 
can be located up to 250 feet from the tank. 

Engineered for dependability, the Liquidometer gaging systems 
highlight these design features: 

@ Maintenance free 

@ Integral temperature compensation 

e Ease of installation—requires only one 2” diameter tank opening 
@ Safety —all gages Underwriters approved for. hazardous liquids 


For further details on the new Model 216 
Indicator, write Dept. B for Bulletin 532. 


iInsit* 


THE LIQUIDOMETER corp 





LIQUIDOMETER 






Good Reading 


(Continued from bottom of page 201) 

Air conditioning coils page. Cata- 
log page contains specification data 
on firm’s line of residential air 
conditioning coils. Provides fea- 
tures, capacities, and dimensions. 

Available from: Refrigeration 
Engineering, Inc., 7250 E. Slauson 
Ave., Los Angeles 22. 





Submersible pump motor book- 
let. Twelve-page booklet describes 
design and construction of water- 
lubricated submersible pump mo- 
tors. Cutaway photos show com- 
ponents in color, including details 





oo 


of hermetically sealed windings, 
six-shoe thrust bearing, expansion 
diaphragm, filter-check valve and 
control box. Sales aids also are de- 
scribed. 

Available from: Franklin Electric 
Co., Inc., 400 E. Spring St., Bluffton, 
Ind. 


Abrasive cutting machine bulle- 
tin. Revised four-page bulletin pic- 
tures and describes eight models in 
the firm’s line of abrasive speed- 
cutting machines. Gives specifica- 
tions, cutting times and features. 
Also covers units for mounting on 
carriers. 

Available from: Beaver Pipe 


Tools, Inc., 368-400 Dana Ave., 
Warren, O. 


Appliance elevating truck bro- 
chure. Four-page, three-color bro- 
chure illustrates step-by-step pro- 
cedure of air conditioner delivery 
and installation by appliance ele- 
vating truck. Presents features in- 
cluding stair-climbing device and 
belt tightener. Includes specifica- 
tions. 


Available from: The Fairbanks 


Co., 393 Lafayette St., New York 
City 3. 


Steel pipe and tubing folder, Six- 


page folder features three-page 
(Please turn to top of page 203) 
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(Continued from bottom of page 202) 
chart listing metal analyses and 
mechanical and physical proper- 
ties of steel pipe and tubing for 
high temperature applications. 
Printed in two colors, it also covers 
creep and rupture data, tensile 
strength, and resistance to oxida- 
tion and corrosion at various tem- 
peratures. 

Available from: Babcock & Wil- 
cox Co., 161 E. 42nd St., New York 
City 17. 


Folders and_ brakes bulletin. 
Eight-page, two-color bulletin dis- 
cusses line of air-actuated and 
hand-operated folders and brakes. 


folders 


and 


brakes 











Describes and illustrates adjustable 
bar folders, foot brakes and uni- 
versal folders and brakes. Integral 
parts are identified. Gives sizes, 
capacities and operating proce- 
dures. 

Available from: Niagara Ma- 
chine & Tool Works, 683 North- 
land Ave., Buffalo 11, N.Y. 


Air conditioner specification 
sheets. Three, two-color specifica- 
tion sheets cover vertical and hori- 
zontal models of central station, 
cabinet-type air conditioning units 
for commercial and _ institutional 
installations. Give dimensions, op- 
erating data, features and specifica- 
tions. 

Available from: Worthington 
Corp., Worthington Ave., Harrison, 
N.J. 


Plumbing accessories catalog. 
Eight-page, two-color catalog 
describes firm’s line of faucets, 
hydrants, gas cocks, valves and 
fittings. Outlines features of vari- 
ous models of faucets and hydrants, 
providing dimensions and specifi- 
cations for each. Illustrates brass 
gas cocks and pipe fittings and 
includes size and weight tables, 

Available from: Ken-Ray Brass 


Corp., Vermont, II]. END 
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Quickly installed! 


MAID-O-MIST 
BALANCING VALVE 


DAPTER UNITS 


Perfect for all hot-water heating 
or chilled-water cooling systems 





No. 14 No. 15 No. 16 
Install in copper _ Install in cast Install in cast 

or bronze tee to iron tee to brass tee to 
complete a complete a complete an angle 


balancing valve balancing valve 


balancing valve 


With MAID-O’-MIST balancing valve adapter units, you 
can avoid carrying heavy stocks of balancing fittings. 
That’s because the MAID-O’-MIST units can be installed 
without advance planning. They’re simple as A-B-C to 
install, and they cost a mere.trifle. They are sweat-fitted 
into copper, bronze or brass tees, and threaded into cast 


iron tees. 


And what a remarkable job they do in letting water flow 
freely thru the tee! Since the pipe diameter isn’t reduced, 


there’s no water restriction 
except for the balancing re- 
quired. Contractors and Engi- 
neers agree: MAID-O’-MIST 
Adapter Units, teamed with 
MAID-0O’-MIST’S famed Auto- 
Vents make a hard-to-beat 
team for efficient water circu- 
lation. 





NO. 14... Phantom view cof one- 
inch Adapter Unit in a tee ready for 


balancing. 


Get full information from your 


jobber or write for catalogue today! 








MAID-O*-MIST, Inc. 


3217 NORTH PULASKI ROAD 


- CHICAGO 41, ILL. 

















a message from Mr. Harry Lasky, vice-president in 
charge of sales, Pennsylvania Range Boiler Co. 








“YOU are the most 
important facet in 
our diamond jubilee 


I would like to extend my sincere apprecia- 
tion to YOU—“Our Family”’ of Wholesale 
Plumbing Jobbers and Contractors, for mak- 
ing possible Pennsylvania Range Boiler 
Company’s celebration of its “DIAMOND 
JUBILEE YEAR—75th ANNIVERSARY.” 


“To warrant your continued merchandising 

support, we offer you the most complete line 

of top-quality water heaters on the market 
today—BRADFORD VITRAGLAS Glass- 

Lined and BRADFORD Galvanized Gas & ] 
Electric Water Heaters. In addition, we are | 
producing, for your exclusive merchandising, 
BRADFORD Automatic Gas & Electric 

Clothes Dryers.”’ 


"It is my hope that the Pennsylvania Range 
Boiler Company will continue to enjoy the 










De se full confidence of Wholesale 

/ \ Plumbing Jobbers and Con- 

T5: u tractors, by manufacturing 

th the highest quality line of 

| ANNIVERSARY products in the industry, 
CN emenvitonsiiis year after year.” 


RANGE 
Telit s mae] 
enon 






‘DIAMOND JUBILEE” YEAR | 
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News... continued from bottom of page 62 


introduced stainless steel] kitchen sinks. (See page 68.) 
At Carlon Products Corp., T. W. Dunn has been 


named vice president and general sales manager of 
all the firm’s divisions. 


American Society of Heating and Air Conditioning 
Engineers, New York City, will hold its semi-annual 
meeting June 18, 19 and 20 in the Shoreham Hotel, 
Washington, D.C. The meeting will consist of seven 
sessions, ending with a banquet Wednesday night. 
Fourteen papers and two symposiums have tentatively 
been selected for presentation covering such subjects 
as indirect water heaters, snow melting systems, solar 
energy, intermittent heating and cooling, and tem- 
perature and humidity effects on odor perception. 


Gerber Plumbing Fixtures, Chicago, reports the 
plumbing fixtures “color card” found elsewhere in 
this issue of Domestic ENGINEERING is unique in this 
industry’s publishing experience. Perforated along 
the side, the insert is planned so that it can be torn 
from the magazine for use as a color card in selling 
and ordering plumbing fixtures. The insert sheet was 
first printed in two colors. Then specially lacquered 
fixture color “chips” were individually mounted in 
place on the sheet. According to Wili Falstein, adver- 
tising manager, the color “chip” method was decided 
upon to merchandise the firm’s line, since “conven- 
tional printing cannot produce a truly accurate color 
match with assurance against color fading.” 


Lancaster Pump & Mfg. Co., Lancaster, Pa., is dis- 
tributing to wholesalers a “Pennsylvania Dutchman” 
figurine to introduce its new line of pumps and water 





Harold L. Frensdorf, general sales manager, Lancaster 
Pump & Mfg. Co., is shown discussing figurine being used 
to promote firm’s new line of pumps and water systems 
with J. A. Hoenninger, Raub Supply Co., Lancaster, Pa 


systems. Small replicas of the figurine, are being 
made available to distributors for dealer promotions 


F. W. Dodge Corp., New York City, reports contract 
awards for future construction in the 37 eastern states 
reached a record $2,421,497,000 in April. This was a 
four percent gain over April, 1955, and a new high 
for the month, the construction news and marketing 
specialist firm stated. Residential contracts in April 
totalled $1,144,160,000, a new record for the month, 

(Please turn to top of page 206) 
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With back flush with wall. Kiednonl 


New Kohler lavatory with 











K-1850, 20 x 18” 








, is dis- 
chman” 
d water 


extended front 





Bh veal ae fits counter depth of 16 inches or more 
' counter surroun ing 
back and sides. 


Metal side strips or a U-shaped ss : z A ’ 
rim are used to join lavatory to The Kohler vitreous china Piedmont, of graceful modern 


counter. 








design, fills the need for a counter-top lavatory of ample 





size, with roomy basin, that allows the economy of a 16 


inch counter. 








aageoned The Piedmont has a front overflow, anti-splash rim, 
in Pe. and an integral soap dish at each side. It is available in 
white and six colors. The Centra combination fitting with 
he cn Synchro pop-up drain is chromium plated brass. 
ontract 
fe ' , Kohler Co., Kohler, Wisconsin. Established 1873 
First Quality Only 


retin i tae aes KOHLER or KOH | 
ta Slip, a mixture of clays in suspen- 
rketing sion, is tested for proper viscosity. ©) F L E R 


a April This vital test in the production of 
month Kohler vitreous china fixtures in- 
sures castings of uniform strength AIR-COOLED ENGINES ee PRECISION CONTROLS 
and weirht. 


PLUMBING FIXTURES e HEATING EQUIPMENT e@ ELECTRIC PLANTS 
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Automatic on-off 












a . Spray control Tap lightly for 
TT instant suds Rugeed 
. all-nylon 
All sprays with the on-off thumb lever brush 
(to divert water automatically from / 
spout to spray) are made a 







by Modern and are 
interchangeable 





liquid detergent 


That's right! There are two ways to sell Dish-Quik...and every 
retailer, jobber, builder, contractor and architect can turn these 
two ways into profits! Here’s why and how: 


Forty leading manufacturers make 98% of all spray-equipped 
sink fittings. They all use built-in diverter valves and automatic 
plain-water sprays, created and supplied by Modern Faucet 
Mfg. Co. Dish-Quik, Modern’s new automatic spray and dish- 
washer combined, attaches to the same hose on any of these 
fittings — new or old! 
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1 SELL NEW FITTINGS 
EQUIPPED WITH DISH-QUIK 


2 SELL DISH-QUIK TO REPLACE 


7 74 T q THESE SPRAYS 
= 


rau 
TRADE RETAIL $995 
Millions of these sprays can be 
replaced with Dish-Quik. Simply 
unscrew the old spray and attach 


Dish-Quik to same hose. This mar- 
ket is so big, even door-to-door 


Dish-Quik is available as standard 
equipment on name-brands of sink 
fittings —for new homes, for re- 
modeling or to replace any old- 
style, non-spray sink fitting. All 
types for wall or deck mounts, in 
all price ranges. Dish-Quik is a 
standard industry product for 
standard sink fittings, backed by 
Modern's reputation for quality. 


remember: If you stock new fit- 
tings with plain-water sprays, you 
can offer your customers a choice 
of plain spray or Dish-Quik. 





ORDER DISH-QUIK FROM YOUR REGULAR SUPPLIERS OF PLUMBING GOODS 
Write direct for further information 
THE DISH-QUIK CO. (Div. of Modern Faucet Mfg. Co.) 
1700 E. 58th Place, Los Angeles 1 


canvassing pays big profits! And. 








News... continued from bottom of page 204 


and seven percent above April, 1955. Major con- 
struction categories also set new records for the first 
four months of 1956: residential awards were up eight 
percent, nonresidential up 17 percent, and heavy engi- 
neering up 20 percent over the 1955 period. 


Crane Co., Chicago, recently dedicated its exhibit 
in the “Tomorrowland” section of Disneyland, at 
Anaheim, Calif. Trade association officials, plumb- 
ing and heating contractors, builders and architects 
were present when Crane president Frank F. Elliott 
and Walt Disney turned the valves to activate water 
jets in the futuristic exhibit. The display features the 
firm’s industrial, plumbing, heating and air condi- 
tioning products, and is laid out so that visitors can 
operate valves and treadles to work the displays. The 
valves control a series of large metal birds and water 
jets that support flying saucers. The exhibit also 
features a “Bathroom of Tomorrow.” 


Penn Controls, Goshen, Ind., has announced two 
of its district sales offices have moved to new quarters. 
The Berkeley, Calif., office is now at 2729 San Pablo 
Ave., and the Milwaukee office is located at 1351 W. 
North Ave. 


Kelvinator Div., American Motors Corp., Detroit, 
has announced a training program in kitchen plan- 
ning for all its sales personnel. Two training and 
product presentation films are being made available 
to distributors, supplemented by a kitchen planning 
and installation manual that outlines to district man- 
agers necessary steps for holding dealer training 
meetings. The manual also describes the funda- 
mentals of kitchen planning. An additional 24-page 
catalog discusses the firm’s complete line. 


Coleman Co., Wichita, Kan., has expanded its deal- 
er training program to mark the tenth year of its 
heating and air conditioning institute. The institute. 
located in a 9,600 sq ft building here, is presently 
stressing summer air conditioning installation and 
service techniques and procedures. Later sessions 
will have the option of specializing in air conditioning 
or heating. Field engineers are also holding evening 
sessions in local areas for dealers unable to attend 
the central meetings. 


Alfred Politz Research, Inc., recently conducted a 
survey sponsored by Look Magazine that revealed 
more than 8% million households are seriously con- 
sidering purchase of one or more major appliances 
within the next 12 months. The survey shows 28.5 
percent of those interviewed believe their financial 
status is better now than a year ago, and 34.5 percent 
expect their financial status to be better a year from 
now. Only 3.8 percent expect their finances to go 
down next year. 


General Electric Co., Schenectady, N. Y., has an- 
nounced its medium induction motor department has 
been divided into four operating sections to bring 
closer relationship between management and the 
department’s manufacturing units. The new sections 
and managers are Glenn A. Cook, low integral horse- 


Domestic ENGINEERING, JUNE 1956 





owe 


~3 FA 


—_—oeo 2 Oa oe 


-_ ~~ he OM 


of re re ~~ 4 fF 


t 
f 


Don 


jor con- 
the first 
up eight 
vy engi- 


; exhibit 
land, at 
plumb- 
rchitects 
". Elliott 
te water 
ures the 
r condi- 
tors can 
ays. The 
id water 
bit also 


ced two 
juarters. 
n Pablo 
1351 W. 


Detroit, 
n plan- 
ing and 
vailable 
ylanning 
ct man- 
training 

funda- 
24-page 


ts deal- 
r of its 
nstitute, 
resently 
on and 
sessions 
itioning 
evening 
| attend 


ucted a 
evealed 
ly con- 
oliances 
ws 28.5 
inancial 
percent 
ar from 
5 to go 


Mas an- 
ent has 
>» bring 
nd the 
sections 
horse- 


NE 1956 





power and wire mill products; Peter N. Guernsey, 
manufacturing, and David H. Ware, engineering, high 
integral horsepower products; George B. Woods, AC 
specialty and atomic motor products, and James H. 
Tyler, medium integral horsepower products. 


National-U.S. Radiator Corp., Heating and Air 
Conditioning Div., Johnstown, Pa., has formed a 
Canadian branch sales office, with headquarters in- 
itially located in Buffalo, N. Y. It is expected that 
an office will eventually be established in Toronto. 
Roland A. Hazell has been named branch manager. 


Cory Corp., Chicago, has announced sales for the 
first quarter of 1956 totaled $13.7 million, compared 
to $3.8 million for the same period in 1955. Net in- 
come amounted to $476,701, as contrasted to last 
year’s $110,605. The figures include earnings of the 
firm’s subsidiaries. 


Eljer Co., Pittsburgh, reports it has scheduled an 
exhibit of its products at the National Plumbing and 
Heating Exposition this month in Milwaukee. The 
exhibit will feature displays of the firm’s sinks, bath- 
tubs, water closets, kitchen appliances and fittings. 












































“You may have a little trouble getting around. . . 
I’m raising mushrooms in the cellar.” 


The Trane Co., La Crosse, Wis., provided two 
speakers recently for a seminar and school on air 
conditioning at Kansas State College. Fred E. Lade- 
wig, manager of the Kansas City sales office, re- 
viewed “Piping for Air Conditioning Systems,” and 
Lewis R. Fuller, manager, unit ventilator sales de- 
partment, discussed “Schoolroom Heating and Ven- 
tilating.” 


Kelvinator Div. of American Motors Corp., Detroit, 
reports March household appliance sales, for the four- 
teenth consecutive month, surpassed monthly totals 
for the previous year. Since October, billings to deal- 

(Please turn to top of page 208) 
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in the shower 


provides positive protection 
against the DANGER ot 
SCALDS or CHILLS 


Other Shite mixing vaive systems 
and accessories 
provide other protection 
equally important to those 
who specify, install 


or use them, 


MONOMIXER 
S ae 
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See SWEET'’S ARCHITECTURAL FILE, 
DOMESTIC ENGINEERING CATALOG 
or write us direct for further information 
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y jens COMPANY 
445 C STREET, BOSTON 27, MASSACHUSETTS 
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WESTINGHOUSE Speedheaters 
in 3 Models... 28 Sizes... give 
QUIET, INSTANT HEAT 


Today’s outstanding heat value . . . Westinghouse 
Speedheaters give you: 

Low Cost, Quiet Heat — Instantly. 

Check These Big Specdheater Values: 





1. Pliable steel hanger straps included with every unit. 
2. Choice of connections simplifies installation. 

3. Multiple-cone diffusers on Downblast model give 
positive heat control; especially desirable for buildings 
with high ceilings. 

Readily available in Horizontal, Downblast, and AGA- 
approved Gas-Fired models. 

For complete application service, call your Westing- 
house Speedheater Distributor, or your nearest Sturte- 
vant Division Sales Engineer . . . or write for Catalog 
1521-25, Westinghouse Electric Corporation, Sturte- 
vant Division, Department 17F, Hyde Park, Boston 
36, Massachusetts. 


WESTINGHOUSE AIR HANDLING 


J-80583 
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ers are 13 percent ahead of same period a year ago. 
The firm also reports a trend away from pink and a 
rise of turquoise in choice of its color appliances. It 
states that a recent survey revealed pink, though still 
the most popular, is accounting for 31 percent of 
1956’s color production as compared to 53 percent the 
previous year. 


Philco Corp., Philadelphia, announced its entry into 
the laundry equipment field at a recent meeting here 
for eastern distributors. At the meeting, the com- 
pany presented four new automatic clothes washers, 
three electric and four gas clothes dryers, and seven 
wringer washers. The meeting was the first of four 
with others scheduled for Atlanta, Ga., Chicago and 
San Francisco. 


Lennox Industries Inc., Marshalltown, Ia., has an- 
nounced plans to advertise the price of its 2-ton cen- 
tral air conditioner through national consumer publi- 
cations. The campaign will extend through late spring 
and early summer. The ads will present cost of the 
air conditioning units only. 


Servel, Inc., Evansville, Ind., is extending the war- 
ranty period of refrigeration units in its year-’round 
air conditioners from 5 to 10 years. The warranty 
plan is being offered to distributors on an optional 
basis, and also includes a labor allowance to cover 
average cost of unit replacement for the entire ten 
year period. The plan is available for the firm’s 2, 3 
and 5-ton air conditioners. 


Toledo Desk & Fixture Co., Maumee, O., reports 
sales in the first quarter of this year were the highest 
in its history and 80 percent above the same period in 
1955. The firm said an important factor in the increase 
was its distribution system, which consists of 20 ware- 
houses located in major population centers. 


Line Material Co., Milwaukee, Wis., has instituted a 
five percent price increase on its complete line of 
fibre pipe, effective immediately. The firm said in- 
creases in labor, material and freight charges made 
the increase necessary. 


Mitchell Mfg. Co., Air Conditioning Div., Chicago, 
estimates sales of room air conditioners in June and 
July will be on a “firmer price basis than anytime in 
the last two years.” The company bases its forecast 
on market trends and the state of dealer and distribu- 
tor inventories. 


Plumbing Associations of Milwaukee and Chicago 
recently held their annual bowling tournament in 
Chicago. Seventy members from Milwaukee and 82 
from Chicago participated in the event, which Chicago 
won. Afterwards the visitors were dinner guests of 
the North and West Side Master Plumbers Pleasure 
Club. 


Circle G. Supply Co., Flemington, N. J., has been 
formed by A. W. Gatti, Edward J. Gatti and Henry P. 
Gatti. The plumbing supply house will be available 

(Please turn to top of page 211) 
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REMEMBER THESE 5 REASONS 
WHY YOU SHOULD ALWAYS SPECIFY 


SLANT-FIN 


BASEBOARD 










1. Track Hanger Stops Noise 


Exclusive ‘track hanger’ supports heating element 
and slides on track, permitting free, noiseless 
thermal expansion. No metal-to-metal contact of 
element with either front or back panel . . . does 
away with friction noise. 


=—_ 


2. Finger-tip Damper Control 
ee: 


No chains! No knobs! Damper operates 
on a pivot at the touch of a finger .. . 
in any position . . . closed, quarter 
closed, half closed or fully open. Damper 
may be added at any time by snapping it 
into place. 


3. Higher Heat Output 


Slant-Fin’s improved fin designs in-" 
crease heating surface, resulting in 
higher I-B-R approved ratings. This 
greater heat capacity means less ma- 
terial is required . . . less installed. 
Both material and labor costs are 
reduced substantially. 





4. Tighter and Stronger Fins 


The strongest mechanical union of tube 
and fin results from an exclusive S/ant- 
Fin process. Tubing is forced through 
undersize holes in the fins. No weakening of tube by expansion 
or by fins cutting into walls. In addition, loosening and buckling 
of fins are prevented by wide and interlocking flanges. 


9. “Contractor Designed” 


Snap-on components (no screws, no 
tools) . . . four packaged lengths of 
heating elements and enclosures (no 
on-the-job cutting, no waste) make 
possible faster, easier and lower cost 
installations. Profits are greater. Custo- 
mer satisfaction is assured. 














Specify Slant-Fin for every job. From a single source, you 
can get a complete line of hot water and steam heating 
products — both residential and commercial — plus many 
Slant-Fin exclusive features. Catalog No. 1000 describes 
all details. Write today for your copy. 


SLANT-FIN RADIATOR 
87-49D 130th Street, Richmond Hill 18, New York 
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We can do 


the same 
for you! 


We pride ourselves in having provided the answer to thou- 
sands of difficult thermostat jobs. The answer is simple. 
Install a Mercoid Sensatherm on any job where call-backs 
have plagued your service department. Whether it’s heat- 
ing or air conditioning, you'll find a Sensatherm for every 
need. Try one for that fussy job you've been putting off for 
the past two or three weeks—you'll be glad you did. 


We don't use internal heaters, therefore, we eliminate 
special adjustments and settings such as required by ordi- 
nury types of thermostats. 


Mercoid Sensatherms are equipped with the famous Mercoid 
Magnetic Mercury Switch—the switch that is backed by 


over thirty years of service. 


If you have a thermostat problem we'll be glad to offer 
our recommendations. 










MERCOID , SENSATHERM 


Single Stage 
Two-Stage 
Dual 


Available For 
Various 
Operations 




















WRITE FOR 
CATALOG NO. 856 











THE MERCOID CORPORATION 


4201 Belmont Ave., Chicago 41, Ill. 
New York: 205 E. 42nd St.- Philadelphia: 3137 N. Broad St. 
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Give Your Customers ‘ 
the Famous Filtering Efficiency om: 
of Wool Felt— GENUINE GF CARTRIDGES nev 
in J 
One look at a General Filters isataaiia Cartridge tells sion 
you here is more than cotton waste or impregnated paper. and 

Here is the finest WOOL FELT — plus fine mesh screen 
We FAMOUS center core (with patented treatment!) that positively pre- R 

4 FOR vents lint from escaping into oil lines. This specially treated ‘ 

THE ORIGINAL FINER ee ° P Pt inst 
WOOL FELT core eliminates danger of oil bypassing, and provides finer : 
“STEP-BACK” FILTRATION filtration by making inner surfaces of the felt more dense. tral 
DESIGN Here also is practical ‘‘step-back”’ cartridge design for sent 
more usable filtering area—and cleaner, better burning oils. tecl 
seaes Shops featuring famous GF cartridges need stock and sell fou 
only one line . . . because Generals fit practically every and 
filter housing mode! Regardless what filter you've been clas 
selling, make sure of renewing filtering efficiency every par’ 

iiwbte dn Bf season (and making a handsome profit) by installing a 
Mbit siecs overs genuine GF cartridge replacement! Vv 
shit 
qua 
; per’ 
GENERAL FILTERS, INC. — in t 
sult 
ann 
me! 
des: 
in ¢ 











; —_ 
f give my customers @ Wh at! ! 45 ys 
the BEST! A PIPE LINE TO THE MOON! 


APTHORP TRUE ALIGNMENT _ Do You Realize It’s Over 238,800 Miles? 
— BOTH ARE PERFECT | Sure! But... BELIEVE IT OR NOT..... 
















but one may be BETTER 
for a PARTICULAR BURNER 
than the other 


GENUINE 


BARNES 


. has helped cut just that 
many miles of pipe or more! 








In 1949 there was enough pipe, cut and 
fitted, to go around the world over nine 





times. Today, seven years later, it’s safe to 





: , say there is enough pipe to make 10 belts 
HOLLOW SPRAY SOLID SPRAY around the world or 250,000 miles of pipe. 
Every burner has a certain air pattern that is That’s 12,000 miles more than required from 


here to the moon. GENUINE BARNES 
Pipe Cutters have cut a good share of this 


pipe. That speaks well of BARNES. 
ORDER YOUR GENUINE BARNES TODAY 


governed by the design of its particular head. 
Either an Apthorp Hollow Spray or Solid 
Spray Nozzle will mate best with this air pat- 
tern. By use of the — type, CO. will in- 























crease from 2% to 4% I 

WRITE FOR COMPLETE NozzLE INFORMATION The Top Success of Am 

| PnP Pox Pomrcatr mror marion Bemutnaem THE BARNES TOOL CO., Inc. rp 
| utters focus on their ’ r 

- its 

BOSTON MACHINE WORKS COMPANY 5 thin, expertly tampered NEWHAVEN 6. CONN. a 


Oil Heating Supplies Division, 7-17 Willow St., Lynn, Mass be ga steel or cast 
i fi 
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to contractors for use as a showroom for customers. 
Completion of a 10,000 sq ft building to house the new 
firm is expected this month. 





Case Mfg. Corp., Robinson, Ill., held an open house 
recently to acquaint suppliers and customers with its 





DGES new $1,250,000 facilities. The corporation was formed 
in January, 1956, to take over the manufacturing divi- 

tells sion of W. A. Case & Son Mfg. Co. in Buffalo, N. Y., 

- eg and is a wholly owned subsidiary. 

reen 

ae Ruud Mfg. Co., Kalamazoo, Mich., has begun an | 


institute of commercial water heater engineering to 








= train wholesalers, dealers and public gas utility repre- 
for sentatives in proper specification and _ installation 
oils. techniques for commercial gas water heaters. The 
sell four-day session included lectures, demonstrations 
yery and examination of the firm’s line of heaters. Future 
een classes are planned for representatives from various 


a parts of the country. oft wit) Packets. 7 


Westinghouse Electric Corp., Pittsburgh, reports it 
shipped $225.4 million worth of products in the first 


quarter despite the strike at 40 of its plants. In this THE NATIONAL-U.S. PACKET 


period, the firm states, more orders were booked than 





in the first quarter of 1954. The strike, however, re- all-in-one ...automatic 

sulted in a net loss of $18.6 million. The firm also has 

announced a multi-million dollar appliance develop- HOME HEATING UNIT 

ment and design program as a further step in a project 

designed to reach the billion dollar annual sales mark Low Installation Costs. Each National-U.S. 
ice in consumer products. Packet is factory-assembled and shipped as one unit 


comprised of the burner, boiler, domestic water heater, 
controls, and all accessories. Only simple connections 


—_— 2 . are required. 
Elimination of Separate Water Heater. 
ON! —. 4 The built-in domestic water heater eliminates the 


= | need for a separate water tank and heater with 
\ 





iles? i \ — attendant installation costs. 
yS CZ = ag Rise 
ia * 32 € — Efficient Utilization of Space. Compact size 
0 i= a conforms to the modern practice of utilizing space 
\ \ ° me 
N with utmost efficiency. 


ure a sail Priced Economically. Low first cost makes the 
\ GUARD | oy : * National-U.S. Packet suitable for homes priced within 
ad 








the budget range of most buyers. 
































le & Choice of Heat Distribution Met! 
th | Packets permit a wide choice of heat distributors 
that . such as: radiant panels, National-U.8. baseboards, 
more! x24, | ) {> . > convectors, radiators, or unit heaters. 
‘ e. { 4 Satisfied Customers—Ready Prosp: 
ut and —. at je - National-U.S. Packets provide the heating 
er nine eo S comfort, heating economy and domestic hot 
=" 2 

safe to oda? Mpzpf| water that home - owners need and enjoy. 

10 belts ‘a [, They’re designed in smart appearing white 

2 it > enameled jackets that harmonize with the 

. ; decorative scheme of the modern laundry, 

oto playroom, kitchen, and utility room. 

NES 

of this Code Constructed and Rated 

4 insurance Company Inspecte« 

. eee 
al-U.S. 

TODAY Pockets ond Heat 

Distributors. 


Illinois Engineering Co., Chicago, a subsidiary of 
American Air Filter Co., Louisville, Ky., reports 32 
representatives from as many cities have completed 
its first sales training school of 1956. Purpose of the 
training sessions was to discuss sales and technical / HEATING AND AIR CONDITIONING DIVISION 

(Please turn to top of page 212) Johnstown, Pennsylvania 


National-U. S. Radiator 


CORPORATION 
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Robt. J. Erickson, Vice President 
C. J. Erickson Plumbing Co. 


Chicago, Mlinois 


One of the midwest’s largest pumbing contractors 
and kitchen modernizers, the C. J. Erickson Plumbing 
Co. has been using Hudee Sink Frames for more 
than 9 years. In addition to the new retail show- 
rooms pictured above the company maintains a 
large office, shop and warehouse. 

Mr. Erickson says: “As our business has grown we 
have used more Hudee Sink Frames each year and 
are now using more than ever. You've got to have 
confidence in a company that's always first to intro- 
duce new ideas and improvements in a product.” 


Hudee, the original clamp-down sink frame, offers 
many positive advantages. Not only are its basic 
quality manufacturing and installation features of 
the highest standards but, as Mr. Erickson says, 
Hudee always leads with engineering advance- 
ments. When you use Hudee you know you're using 
the finest. 











FS eae 





1S NATIONALLY 
ADVERTISED 


Se eas 
ie 


as Sas, 










National consumer 
and trade magazines tell 


the story of Hudee superiority 


Seer wee 


Architects, Builders, Installers, Plumbers and 
Homeowners everywhere agree—Hudee is the 
one sure way to achieve a permanent, 
watertight, sanitary sink or lavatory installation. 








Patent Nos. 


© 2,440,741 2,704,370 











News .-- continued from center of page 211 


applications of the firm's products. Clinton A. Pickett, 
vice president and general manager of Illinois Engi- 
neering, was in charge of the school. 


American Home Laundry Manufacturers’ Assn., 
Chicago, reports home laundry appliance sales for the 
first quarter of 1956 totaled 1.6 million units, highest 
of any quarter in history and 14 percent greater than 
the first quarter of 1955. Sales for the quarter also 
were up 5 percent from the fourth quarter of 1955. 
Washer sales for March were 295,451 units, ten per- 
cent greater than a year ago. Quarterly sales totaled 
889,629 units, 12 percent greater than for the first 
quarter of 1955. Dryer sales were up 27 percent over 
the first quarter of 1955. March sales totaled 113,031 


units. 


Sterling Faucet Co., Morgantown, W. Va., has an- 
nounced its sales and the sales of its subsidiaries are 
now being handled through one representative in 
each territory throughout the country. The affiliates 
involved are Sterling Tubular Products, Morgantown, 
W. Va.; Pittsburgh Valve Co., Reedsville, W. Va.; The 
Haydenville Co., Haydenville, Mass., and Glauber of 
Texas, Tyler, Tex. A number of promotions were 
announced as part of the new sales policy. (See 


Names in the News.) 











[ —— HS 
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“Now he’s firing them before they can get their 
names on the door.” 


Copper & Brass Research Assn., New York City, 
has announced that all previous records for attend- 
ance were broken at its recent 34th annual meeting in 
Hot Springs, Va. Nearly 200 executives of copper and 
brass manufacturing companies and their wives were 
present at the meeting, which featured talks by busi- 
ness and government leaders on various problems 
confronting the industry. Election of officers and 
panel discussions highlighted the meeting. 


Ranco Inc., Columbus, O., recently announced its 
sales for the six months ending March 31 were $14.1 
million, highest of any six month period in the firm’s 

(Please turn to top of page 215) 
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Plekett, ... for Sweat Soldering and Tinning 
is Engi- « 
Fluxolder Solder Paint 

Bcc Does 3 jobs in | Operation 

highest FLUXOLDER SOLDER PAINT is a uniform mixture containing 

ter than cleaner, activated flux and powdered solder—all in one can. 6 
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ARE OUR: 
BUSINESS 


NO-SOL: 


Toilet Floats 





Riveted spud attachment. 


Gasket securely seamed between 


two halves. 





4” x 5” No-Sol* 
We specialize in copper and brass 
floats for open tank applications. 
Spherical, oval, cylindrical, pan- 
cake and other types—all in var- 
ious sizes and with attachments as 
required. We have been manu- 
facturing floats exclusively for 
over 48 years. Your inquiry stat- 
OQ = ing your specific requirement will 
receive our prompt 
attention. 
Every float is thor- 
oughly inspected 
and tested. 
*Trade mark registered 


(The AYLING & REICHERT CO. 


TOLEDO 11,OH!O 








3047 WN. ERIE STREET 





Domestic ENGINEERING, JUNE 1956 










When a customer 
complains of “Red Wat 





IRON R 
will solve the problem: 


Ir not only removes all 
iron, but also filters out 
other foreign matter which 
colors or clouds the water. 
The result is crystal-clear, 
palatable water and a 
happy customer, 

Distributed through plumbing supply 


wholesalers. Write for catalog and prices. 


OSHKOSH FILTER & SOFTENER CO, 











OSHKOSH, WISCONSIN 
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BASEBOARD RADIATION 
: REACHES A NEW PEAK 
OF BEAUTY & EFFICIENCY 


SPARTAN Jao 
BASEBOARD | 





tae 











4100 SERIES PUMP 
leavy gauge, dur- 
able steel tank. 
4200 Series, rugged 
cast iron tank for 
use where unusual 
water conditions are 
encountered. Same 
operating features. 










2 HEAVY DUTY 

MOTOR 
Capacitor type, ver- 
tically mounted, dy- 
namically balanced, 
permanently lubri- 
cated, and with 
avtomatic thermal 
overload on single 
phase. Also built 
with 3-phase motor. 








2%” deep x 834" high 
available in 4’, 6, & 8’ sections 


3 COMPACT DESIGN 

Large capacity tank 
for ample conden- 
sate storage in mini- 
mum of floor space. 
Low inlet. Over-all 
simplicity. 


The combined skills of SPARTAN engineers and designers have pro- 
duced a one pipe Baseboard that’s really advanced. The new 
SPARTAN BASEBOARD is not a face lifting job or a rehash—it is 
a completely revolutionary design. It incorporates advantages that 
heating men and users have long hoped for. 


4 BRONZE IMPELLER 
Specially designed 
to keep condensate 
from pump shaft, 


Not only is this new SPARTAN BASEBOARD superior outwardly— 
it’s operating performance has proved under the most rigid testing 
that it leaves the field far behind. In addition—it is easiest to install 
. . . factory mounted brackets—just measure off and screw to wall. 


and for maximum 
performance without 
motor overload. 








’ CLEANER UNIVERSAL 

EASILY SERVICED ROTARY SEAL SQUARE D FLOA 

5 Motor and impeller Oversize heavy duty SWITCH Curved corners DAMPER 
can be easily re- construction. Locat- Rugged, positive ac- top and bot- Holds desired 


moved without dis- 
turbing piping . . . 
only 4 bolts to re- 


ed on impeller hub 
to keep condensate 
from pump shaft. 


tion. Easily adjust- 
able to suit any in- 
stallation. Switch 


tom. No place 
for dust to col- 





position any- 
where between 





move, no special This is @ distinctive and motor complete- lect. Easy to full open or 
tools required. Sterlco advantage. ly wired. clean. full closed. 
® 
CAM-LOCK FRONT 
. Flip the lever 
Sterlco Condensate Pumps are rug PRODUCTS we i pay SAFER 


ged, dependable, and simple to in- 
stall and maintain... the result of 
over 40 years’ experience and crafts- 
manship in the heating business. 


No sharp cor- 
ners or front. 
Children can’t 
hurt them- 
selves. Nothing 
to tear clothes. 


distributed through 
LEADING HEATING 


Flip the lever 
—Front is 
back on se- 
curely. Never 
too fight . 
never too 
loose. 


PLUMBING WHOLESALERS 
Only TWO sizes required to take 
care of jobs up to 15,000 sq. ft. 
E.D.R.—and up to 20 Ibs. discharge 
pressure. For You this means less 
working capital tied up in floor 
stock. For Your Customers this 
means future increase in radiation 
May not require a new pump. 








STRONGER 
Rugged brack- 
et support pre- 
vents sagging 
and bending 
even with child 
standing on it. 


FLOATING COIL 
Vinyl grom- 
ments support 
coil. Eliminate 
noise when 
coils expand 
or contract. 





FREE — ‘‘Whot You Shovid 
Know About Modern Steam 
Heating’’. Send for your copy. 


STEAM HEATING is MODERN, EFFICIENT, and DEPENDABLE 


STERLING, INC. 


3734 N. Holton St., Milwovkee 12, Wisconsin 











Illustrated literature on the new 
SPARTAN BASEBOARD as well as 
Spartan Convectors and Shower 
Stalls, available on request. 


Spartan Coast-to-Coast 
Warehouse Service 


CONVECTOR CO., INC. 
Division of Spartan Shower Stall Co., Inc. 
52-55 74th ST., MASPETH 78, N. Y. 
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News ... continued from bottom of page 212 


history. They were $11.4 million in the same period 
last year. Sales for the quarter ending March 31 were 
$7.4 million, compared with $6.8 million in 1955. 


Janitrol Heating & Air Conditioning Div., Surface 
Combustion Corp., Columbus, O., recently he!d a one 
day sales meeting for 150 of its dealers. Held amid a 
western motif, those attending were presented with a 
white Stetson hat, a sheriff's badge and a package of 
Bull Durham. The firm introduced its complete heat- 
ing and cooling line and a packaged sales campaign 
consisting of newspaper ads and direct mail pieces. 


Insto-Gas Corp., Detroit, has moved its general 
offices and main plant to larger facilities at 998 E. 
Woodbridge Ave. The new plant provides space for 
increased production and shipping facilities, new 
executive offices and enlarged research department. 


Whirlpool-Seeger Corp., St. Joseph, Mich., reports 
radioactive isotopes were used to demonstrate the 
cleaning effectiveness of its automatic washers in a 
display at the International Trade Fair, Milan, Italy, 
recently. The U. S. Department of Commerce asked 
the firm to participate in the American exhibit, whose 
theme was “Atomic Energy in Industry, Medicine and 
Agriculture.” 


Plumbing Supply Assn. of Philadelphia recently 
presented Thomas A. Fernley, Jr., with a perpetual 
motion clock in recognition of the seventieth anniver- 





oS 


W. Harold Mitchell, chairman of the board, Plumbing 
Supply Assn. of Philadelphia, is shown presenting 
Thomas A. Fernley with perpetual motion clock com- 
memorating 70th anniversary of his firm. 


sary of the office of Fernley and Fernley. Fernley is 
the third generation of his family to serve as secretary 
of the association. 


Gas Appliance Manufacturers Assn., New York 
City, recently conducted a survey of wholesalers and 
home builders. The survey reveals built-in ranges 
and ovens are gaining increasing popularity with U. S. 
homeowners. Responses indicate built-ins are helping 
to sell new homes in many sections of the country as 
a result of consumer demand which has been stimu- 
lated by sales promotion and advertising programs 
by manufacturers. Hotpoint Co., for example, has 
launched the biggest consumer and trade magazine 

(Please turn to top of page 216) 
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“Creative 





PRODUCES 


. _ Mu. Way 


OIL. BURNERS 


Save yourself time, bother and worry. Select 
an oil burner that you can be sure will live 
up to your customers’ expectations. Nu-Way 
Oil Burners, a product of thirty-five years of 
creative engineering, have been exceeding 
expectations . . . and establishing new goals 
of engineering standards. Only the highest 
quality components go into the building of 
Nu-Way Burners. Performance-tested motors 
—extra-heavy transformers . . . plus rigid 
sand cast housings and 0.0015’ motor pump 
alignment for quieter operation. Painstaking 
final assembly assures you that the creative 
engineering of Nu-Way Burners results in 
longer life and lower upkeep. 


For detailed information, write the Nu-Way 
Corporation, Rock Island, Illinois, Dept. 


DE-656. 


’ Engineering 























“* Just the right size 


sink for my kitchen, 


FAST 


CROWN. DELIVERY 


NATIONAL 


for durable 





bath, powder room and 
laundry!” Naturally . . . they’re 


CROWN -NATIONAL 
Formed-Steel 


FLAT-RIM SINKS 


VITREOUS PORCELAIN ENAMEL on steel... . 
acid, scratch and heat-resistant! Designed so that 
all the roomy space is in the bow] itself! 


STAINLESS STEEL, heavy gauge type 302, 18-8 
for carefree, gleaming, lifetime service and beauty! 


2 © SPACE-SAVING SIZES 


for every purpose... 
easy to install including 
new lavatories and y pbaracigele 

bathtubs § NEW WAREHOUSES 
WRITE FOR mean lower shipping 
Catalogue and oma te yee < 
Price Lists 










137 SOUTH WATER MARKET, CHICAGO 8, ILLINOIS 


SOTTO NN Telephone TAylor 9-404] 


Also National Distributors for 
HUDEE frames for sinks 
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advertising program for built-in appliances in its his- 
tory. Lee DiAngelo, marketing manager, reports the 
program will feature national magazine and television 
advertising in addition to trade magazine ads geared 
to interest more dealers in selling the firm’s built-in 
appliances. DiAngelo said the ads will picture finished 
kitchens in color with body copy aimed at interesting 
the dealer in the future of the built-in appliance 
market. 


Century Engineering Corp., Cedar Rapids, Ia., has 
completed an air cooling laboratory at its home offices. 
The laboratory contains a wind tunnel for measuring 
temperature, moisture content and quantity of air 
discharged. Here engineers can set up and maintain 
atmospheric conditions for rating combination heat- 
ing-cooling systems. The laboratory will also be used 
to obtain information leading toward satisfactory 
operation under greater load conditions. 


Walworth Co., New York City, has announced sales 
for the first three months of 1956 totaled $20,152,929, 
up almost 90 percent over the $10,688,916 in sales for 
the same period in 1955. Net income came to $1,139,- 
226 in the first 1956 quarter, compared to $466,337 in 
the first quarter of last year. The report includes the 
earnings of the firm’s subsidiaries. 


Plumbing Contractors Assn. of Chicago, Northern 
Cook County Plumbing and Heating Contractors 
Assn., and Chicago Journeymen Plumbers Union, 
local 130, U.A., recently sponsored an apprentice 
examination in Chicago to determine their represen- 
tatives at the state level examination of the 1956 
International Apprenticeship Contest. The tests were 
conducted under the direction of the Joint-Appren- 
ticeship Committee. The three apprentices selected 
were Willard Sampson, Garfield Plumbing Co.; Jos- 
eph Meccia, Meccia Plumbing Co., and Anthony 
Mitchell, Suburban Plumbing Co. 


Frigidaire Div., General Motors Corp., Dayton, O., 
reports designers and engineers at the recently ded- 


' icated General Motors Technical Center in Detroit 


will team up with its stylists to lend impetus to the 
development of new appliances and air conditioning 
products. This new industrial research facility occu- 
pies 330 acres and consists of 25 buildings, including 
laboratories, offices and shops. It will be headquarters 
for some 4,000 engineers, researchers, stylists, de- 
signers, mechanics, technicians and other specialists. 


Toilet Seat Manufacturers Assn., Springfield, Mass., 
proposed a series of changes to the commercial stand- 
ards for staple water closet seats at its recent spring 
meeting in Chicago. Approval of the completed re- 
visions is expected before the end of this year. 


Oil-Heat Institute of Wisconsin, Inc., Milwaukee, 
recently held its twelfth annual industry rally for 
those unable to attend the Oil-Heat Institute of 
America exposition in New York City. The meeting 
featured exhibits by manufacturers and was attended 
by representatives from Ohio, Indiana, Illinois, Mich- 

(Please turn to top of page 218) 
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ALL PLASTIC PIPE 
IS ROUND, BLACK 
AND HAS A HOLE 

IN IT 


BUT 
THERE IS A 
DIFFERENCE 
! 






EVERY ORDER OF 


LINE 


GUARANTEED-QUALITY FLEXIBLE PLASTIC PIPE 


When fast delivery helps you make a sale of flexible 
plastic pipe, you can count on CRESLINE. The 
CRESLINE people treat every order like a rush order 
- - » make every shipment within 24 hours, whether 
it’s for a few hundred feet of pipe or several miles. 
CRESLINE delivers quality, too. CRESLINE is made 
from the finest 100% virgin materials supplied by 
two of the biggest names in plastics — Du Pont and 
the Bakelite Division of Union Carbide and Carbon 
Company. CRESLINE is manufactured under the 
strictest quality controls in the industry, and guaran- 
teed right in writing. Each coil is measured and 
marked every foot and every 10 feet. CRESLINE is 
“packaged for _ profit” 
and backed with effective a 
dealer aids. For  big- CRESUNE NT, 75%, 
“ee 100 # and Double Jet 
profit, big-ticket sales, are approved by WNe- 
write for literature and tional Sanitation Foun- 
name of your CRESLINE dation for transmission 
representative. of drinking water. 


MADE TO SPECIFICATIONS OF THE THERMOPLASTIC PIPE 
DIVISION OF THE SOCIETY OF THE PLASTICS INDUSTRY 


FREE TO JOBBERS 
) $LIDE RULE DATA CHART. Quickly helps 


you find answers to such problems as 
friction loss, pressure drop, GPM flow, etc. 
Write for details on how to get your free 
plastic pipe ‘‘Data Chart." 





CRESCENT PLASTICS, INC. 


Dept. E-6, 955 Diamond Ave. °* Evansville 7, Ind. 
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COMBINATION 
FITTINGS & CARRIERS 
FOR WALL TYPE CLOSETS 





@ A complete line of combination “TY” Fittings and 
Carriers for horizontal and vertical installation. 


@ Designed for full support of Syphon Jet or Blow-out 
wall type closets. 

@ Compact, efficient assembly of component parts for 
minimum space requirements. 


@ Several new designs and combinations are available 
for single and double applications. 


| @ Illustrations and roughing-in dimensions furnished 


upon request. 


Blake Carriers for Wall Type 
Fixtures Include: 


v CLOSETS 
Vv LAVATORIES 
v URINALS 

v SINKS 

Vv HOSPITAL LAVATORIES 

LAVATORY 

carrier wW HOSPITAL SINKS 
v STERILIZERS —_ 


URINAL 
CARRIER 























Blake Division 


HOFFMAN SPECIALTY MFG. CORP. 


A 
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News +++ continued from bottom of page 216 Su 
igan, Minnesota and Wisconsin. Talks on financing, > 
merchandising and servicing were included. Charles Ss. 
H. Burkhardt, national secretary of OHI’s distribution 
division, spoke on “Why OHI?” The meeting closed 
with a dinner-dance and entertainment program. ce 
Century Plastic Products, Inc., Cleveland, has se 
changed its name to Century Products, Inc., effective 12: 
immediately. Elmer Rocker, president, stated the 
change was made to clearly reflect the scope of the 
company’s operations which are not restricted to de: 
plastic products. act 
American Cyanamid Co., New York City, has ac- er 
on quired the business and assets of The Formica Co., en 
Cincinnati, O., following approval of directors and 
shareholders of both companies. The new subsidiary, ’ 
named Formica Corp., will operate under its present fea 
, yi management, with D. J. O'Connor as president. fro 
Oster Mfg. Co., Cleveland, reports its Minneapolis a 
CAST SOLDER distributor, the Goodin Co., Minneapolis, has doubled the 
FLARED TUBE its warehouse facilities with the purchase of a new dus 
building. Territory of the distributing firm includes pase 
Minnesota, western Wisconsin and eastern North 
Dakota. I 
BALANCING ool 
WROT SOLDER VALVES tor 
atte 
The 
153 
VALVES ser’ 
U 
hel 
tati 
SOLDER DRAINAGE testa 
con. 
line 
W oe S 
ITH the addition of our new ir 
Wrot fittings, KEYSTONE now me 4 
offers a complete selection for hw 
every copper tube installation. die 
More and more contractors are cone 
turning to pressure-formed, pure sche 
copper Wrot fittings because they - 
install faster and assure a leak- 
twel 
proof streamlined job. iin 
But whether your application calls dist: 
for Cast, Wrot or Drainage solder Som 
: fittings, Flared Tube fittings or Valves, youcan besure that “I guess he got tited of waiting.” has 
Keystone Copperfiow will give you the maximum in... its s 
* CORRECT DESIGN «+ PRECISION FINISH White Products Corp., Middleville, Mich., has an- and 
e ABOVE-STANDARD WEIGHT and WALL THICKNESS nounced a new employee stock purchase plan by its ahez 
« FULL WATERWAYS «+ EASY INSTALLATION parent company Air-Way Industries. The plan per- dent 
/ ¢ COMPLETE SIZE RANGE mits officers and employees with more than six prod 
| At better Jobbers everywhere. Write for our new Wrot Fitting months service to purchase stock with money bor- duct 
Catalog or for the Complete Line Catalog No. 51 | rowed from the company. The firm also named the Cinc 
| winning distributors in a recent contest. Flying to in th 
Mexico City are representatives of the M. E. Silver 
KEYSTONE BRASS WORKS Corp., Rochester, N. Y.; Wimberly and Thomas Hard- ae 


ERIE, PENNA., U. S. A. ware Co., Birmingham, Ala., and Crescent Plumbing 





218 DomEsTIC ENGINEERING, JUNE 1956 Dom 








6 


financing, 
. Charles 
stribution 
ng closed 


gram. 


and, has 
_ effective 
tated the 
pe of the 


ricted to 


, has ac- 
mica Co., 
tors and 
ibsidiary, 
s present 
dent. 


wneapolis 
doubled 
f a new 
includes 


n North 





has an- 
1 by its 
an per- 
1an Six 
2y bor- 
ned the 
ying to 
. Silver 
; Hard- 
umbing 


ve 1956 





Supply Co., St. Louis. New York City winners are 
Southeastern Sales Co., Springfield, O., Wholesale 
Electric Supply Co., Bowling Green, Ky., and Char‘es 
S. Martin Distributing Co., Atlanta, Ga. 


Walter E. Selck & Co., Chicago, recently held a 
celebration at its offices here to commemorate its 
twelfth anniversary. During the past 12 years, the 
company has grown to an organization of more than 
125 employees, 


Baker Mfg. Co., Evansville, Wis., reports its presi- 
dent, J. Gordon Baker, has been cited for outstanding 
accomplishments by the University of Wisconsin. The 
citation was presented at the annual Wisconsin Engi- 
neers Day celebration, held to honor the University’s 
engineering graduates. 


William Wallace Co., Belmont, Calif., was recently 
featured on television where the story of its growth 
from a small producer to the position it now holds 
in the industry was dramatized. The program, shown 
live directly from the firm’s Belmont plant, featured 
the firm’s testing research laboratory and portrayed 
dangers of improperly vented gas appliances te home 
and industry. 


Penn Controls, Goshen, Ind., reports its spring tour 
of “Controlorama”, an educational show on installa- 
tion and servicing of automatic controls, broke all 
attendance records set since the show began in 1934. 
The tour was conducted in 23 eastern cities; the first 
15 attended by nearly 7,000 wholesalers, dealers and 
servicemen. 


Universal-Rundle Corp., New Castle, Pa., recently 
held a three-day sales conference for 85 represen- 
tatives, district sales managers and other national and 
foreign management personnel. A highlight of the 
conference was the announcement of an expanded 
line of institutional plumbing fixtures. 


Shana Mfg., Inc., Chicago, recently conducted an 
air conditioning training school for over 100 dealers 
and distributors from six midwest states. The one- 
day session featured illustrated lectures describing 
the installation, servicing and maintenance of air 
conditioning units. This was the first in a series of 
schools to be conducted throughout the country. 


Thor Power Tool Co., Aurora, Ill., has opened its 
twenty-first factory sales and service branch in Kan- 
sas City. The office will serve as headquarters for 
distributors in Kansas and Oklahoma, and parts of 
Iowa, Missouri, Nebraska and Texas. E. C. O’Connell 
has been appointed manager. The company reports 
its sales in 1955 were the highest in the firm’s history, 
and sales for the first quarter of 1956 are running 
ahead of any 1955 quarter. Neil C. Hurley, Jr., presi- 
dent, said the sales increases were due to new tool 
production and expansion of sales, service and pro- 
duction facilities. He also cited the acquisition of the 
Cincinnati Rubber Mfg. Co. as another major factor 
in the sales climb. 


Eureka Williams Corp., Bloomington, IIl., has 
named Paul Meier, a Swiss sociology student, winner 
(Please turn to top of page 220) 
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Better Tubs 


for 


Better Profits 





Model S. Has all de- 
sirable features of 
Model C. But mount- 
ing on stand results 
in an attractive low 
price. Fetching 
YACHT GREY tub 
and artistic steel 
stand puts this unit in 
a class by itself. 


*Trademark of 
Owens-Corning Fiberglas Corp 





Model C. Top quality 
modern laundry tub 
made of incomparable 
Fiberglas.* Handsome 
white enameled steel 
cabinet. Stainless steel 
rim. Large door to 
big storage space. De- 
signed for perform- 
ance. Harmonizes per- 
fectly with other 
kitchen and laundry 
equipment. 

















Fiberlin Tubs are designed to make 
more profits for you. Outstanding de- 
sign and quality construction of Fiber- 
lin Tubs give housewives more utility 
and pride of ownership. Better tubs for 
better profits! Write today for full 


details. 








1120 N. 


OWEN COMPANY 


APPLETON STREET 


BALTIMORE 17, MD. 
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meet 

the shower 
that 

sells 
itself... 


norman Bathhineg / 














a ~| Meet the shower cabinet, 
. | and sell the shower cabi- 
63 net, that sells itself . . . 

the famed Norman Bath- 

king! Bathking’s gleaming 
| metal doors keep water 
| where it belongs . . . in- 
















side the cabinet. No drip, 
no splash, no mess. No 
soaked floors, no soaked 
bath mats, no mildewed 
shower curtain. The result 
is a shower cabinet that 
sells itself to your customer 
. on the spot! And, 
Bathking 

also 

gives 

you: 














@ 22-Gauge, Hot Galvanized Bond- 
erized Sheet Steel Construction. 


@ Two-Coat, High-Gloss, Baked-Enamel Finish. 


@ Interchangeable Side Panels for Right or Left 
Installation. 


@ Round Corners for Safety, Beauty, Easy Cléaning. 
@ Chromium-Plated, Solid Brass Fittings. 

@ Jig-Made Parts for Easy Installation. 

@ Your Choice of Baked or Porcelain Enamel Receptor. 
@ Glass Door, Framed in Polished Aluminum, Optional. 






Sold Only Through Recognized Plumbing 
Supply Jobbers. Write today for Name 


of Jobber Nearest You Handling eo 







Norman Bathking. 





Moras 7 


the W. F. NORMAN sheet Metal Mfg. Co. 


DEPARTMENT DE * NEVADA, MISSOURI 
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of its fellowship award of one year of advanced study 
at either the University of Illinois, Indiana or Purdue. 
Meier was selected over contest finalists from 
throughout the world by a three-man panel of judges 
representing the universities. 


Armstrong Furnace Co., Columbus, O., has in- 
augurated a sales promotion program to help dealers 
merchandise its line of furnaces and air conditioners. 
A feature of the program is a small chest containing 
15 merchandising aids for various types of promo- 
tions. The chest contains display cutouts, window 
posters, booklets, specimen warranties, bulletins, and 
a manual describing how and where to promote each 
phase of the program. The plans are designed to tie 
in with the firm’s national advertising campaign. 


A. O. Smith Corp., Permaglas Div., Kankakee, IIl., 
has announced first quarter 1956 shipments of domes- 
tic water heaters were up 32 percent over the same 
period in 1955. Biggest gain was in February, when 
shipments rose 44.3 percent over the same month in 
1955. The firm reports a nationwide sales promotion 
tying-in with production of its three millionth glass- 
lined water heater played an important part in the 
sales increase. 


Moen Valve Co., Div. of Standard Screw Co., Elyria, 
O., has announced its one-handie mixing faucets 
will be displayed at its booth at the National I8:umb- 
ing and Heating Exposition in Milwaukee. The firm 
will display its line of faucets for sinks, lavatories 
and shower or tub installations. 


Names in the News 


Acme Industries, Inc., Jackson, Mich.—Walter M. 
Hassenplug named director of engineering. 


Air Way Electric Corp., Toledo, O.—R. A. Lareau 
elected president. 


Airtemp Div., Chrysler Corp., Dayton, O.—John 
Karnell appointed district manager in New Jersey, 
with headquarters in New York City. C. J. Otis named 
builder contact in Chicago; Martin A. Prince ap- 
pointed room air conditioner district manager in 
Dallas, Tex., and Raymond L. Griggs named field 
engineer in Columbus, O. 


Amana Refrigeration, Inc., Amana, Ia.—Elmer J. 
Dittrich named air conditioning application engineer. 


American Air Filter Co., Inc., Illinois Engineering 
Co. Div., Chicago—Hugh H. Mallaney appointed sales 
engineer in Chicago. 


Baker Mfg. Co., Evansville, Wis——Rhea B. Myers 
promoted to district manager of the Fargo, N. D., 
branch, 


Brunner Mfg. Co., Utica, N. ¥.—Charles M. Heath- 
man named service manager of the Gainesville, Ga., 
(Please turn to top of page 222) 
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has in y A sweet young thing who dreamed of seeing her 
» dealers name in lights persuaded Mama to take her to Holly- 


wood. Her very first day of makinz the studio rounds, 
she accepted a producer's invitation to talk over pos 
sibilities at luncheon in his bachelor apartment. When 
she arrived, she found the bed unmade and the host 
in a very amorous mood. She fled home to Mama, 
and tearfully confessed her disillusionment, 

“It’s men like him who give Hollywood a bad 
name,” snorted Mama. “Imagine, one o'clock and his 
bed not made!” 
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X-L Couplings 
If you build a better mousetrap, chances are you'll 
catch better mice. 
X-L Nipples 


Summer heat can shorten tempers and make nor- 




























paw” we ie WHEELING, WEST VIRGINIA 


feath- STEAM TEMPERATURE REGULATORS SHOWER MIXING VALVES WalE® CONTROLLERS 


> LAWLER AUTOMATIC CONTROLS, INC. FACTORY PHONE: WOODSDALE 3296 
453 North MacQuesten Parkway Mount Vernon, New York 


Longer Life 


domes- : 
nae en fl <cfset pene ol Mam 
. make lungs eas *r 10 yo Sto 00 y stoc £ 
y; when Tempering Valve Wheeling “X-L” Packaged Pine Couplings and Pipe 
ionth in po ig alg ga Nipples. Because they're packed one size to a carton, 
omotion powerful acting... . they are easier to find when you need them -and they 
gives = positive, eliminate the aggravation of messy storage bins. Your 
h glass- fore control. Enetly jobber has them ; just ask for “X-L” Packaged Cou- 
| in the adjusted to desired plings and Nipples in whatever size you need. 
renpereare — X-L Couplings ’ 
and 20°F. From the “X-L” Fictionary: PLUNGING NECK: 
1 LINE—Something you can approve of and look down 
, Elyria, on at the same time. 
. “6 ee ‘ X-L Nipples 
_— Customer satisfaction is the foundation of YOUR Elmer arrived late to mak one morning banged 
.umb- REPUTATION. And customer satisfaction depends and bruised all over, his arm in a sling and his clothes 
he firm upon one thing ... excellent performance for years in tatters. His boss was blue in the face with rage. 
vatories after the installation! one tia ono ee ee ee 
s ¢s *9 P ° supposed to be here at eight! 
Lawler’s Performance-Tested design combines “i fell out of a ten-story window,” explained Elmer. 
pioneering experience with engineering leadership “It took you a whole hour?” snorted the boss. 
The use of specially chosen metals assures YOUR X-L Couplings ee 
customers years of positive accurate temperature You can get “X-L” Quality in ya! elec he 
control with lowest maintenance cost... .. the — ie nie co nee cel alent ee 
) best insurance YOUR REPUTATION can have! ‘obber: “X-L” Pipe Couplings. 
ter M. X-L Nipples 
“Doctor,” he said, “my trouble is my dreams. I 
LAWLER TEMPERING VALVE always dream the same thing. Girls, lightly clad 
Lareau girls. running in and out of my bedroom at the wee 
i i hours of the morning.” 
~ Complete Line Through 4” I.P.S. Size. e 
List the facts... ee a “Ah. yes; and you want me to make you stop 
Check them off... ~ Powerful Bellows Type Thermostat, dreaming about these girls?” 
—John Lawler comes out Hydraulically Formed and Liquid-Filled. “No, no, Doc; I want you to make them stop 
Jersey awler CO e u slamming the door.” 
sail first every time! # Only One Direct Acting Moving Part X-L Nipples 
YOUR REPUTATION It’s a peculiar world: A fellow who hadn't kissed 
ce ap- is protected! ~ Completely Non-ferrous Thermostat. his wife for five years shot a fellow who did. 
ger in X-L Couplings 
Sez He: “Darling, I love you as no one has ever 
1 field loved before.” Sez She: “I can't see much difference.” 
. Sez Us: Don't forget 
X-L Products 
ner J. 
zineer. 
eeiling Every Size and Type PIPE 
1 sales COUPLING From One Source 
— «perormanee WHEELING MACHINE 
us reed” tw el tg kag () «= PRODUCTS COMPANY 
I~ } 2 w Dre] We 
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Famous for 


Time-Savers 
like 


‘Special Tee’ 


for Baseboard Radiation 


GENERAL 
“TESTE” 
Solder Fittings 


GENERAL “‘Special-Te: 


vent-or-drain fitting 





Time-saving specials stand out in the GENERAL Line 
of cast bronze solder fittings. Take the “Special Tee”, 
shown above, for instance... the GENERAL develop- 
ment that made time-saving history in thousands of 
fin-tube baseboard radiator installations. Special Tee 
is the modern 3-way reducing tee that comes to you 
ready to install — either as a vent or drain. Just screw 
an air valve into the factory-tapped opening, connect 
tee into line — and you’re in business! No drilling, 
tapping, or bushings needed. 

You'll find time and money savers all through the 
full GENERAL Line of Venturi fittings, ells, tees, 
adapters, couplings, unions, and reducing tees. 
What's more, every GENERAL fitting is pressure 
tested for perfect performance ... accurately finished 
for exact fit, easier soldering. Write for folder show- 
ing all popular sizes. General Fittings Co., Box 
151B, East Greenwich, Rhode Island. Of 


GENERAL FITTINGS 


COMPANY 
TANKLESS AND INDIRECT 


WATER HEATERS AND HEATING SPECIALTIES 
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branch, and George L. Hickey, Jr., appointed repre- 
sentative in New York City. 


Burnham Corp., Irvington, N. ¥.—Virgil A. Good, 
vice president, sales, named to the board of directors. 
Albert J. Hall and Basil N. Greenlaw, formerly as- 
sistant vice presidents, promoted to vice presidents. 


Bush Mfg. Co., West Hartford, Conn., and Heat-X, 
Inc., Brewster, N. Y.—Robert T. Thorpe named sales 
engineer in North Boston, New Hampshire and Maine. 


Carlin Co., Wethersfield, Conn.—H. B. Hastings, Jr., 


appointed field representative. 


A. W. Cash Co., Decatur Ill.—Erickson Industrial 
Products Co. named representative in north Texas. 


Carrier Corp., Syracuse, N. Y.—Burton T. Kehoe 
named assistant to the general manager, and Arthur 
E. Meling appointed manager of the Weathermaker 
department, both in the Unitary Equipment Div. Vere 
L. Hunt named credit manager; Arnold B. White ap- 
pointed coordinator of engineering standards, and 
Frank H. Burgmeier named to the public relations 
department. Ralph C. Wilgus named traffic advisor. 











Bol Rowe 











“For the first two weeks | thought it was a 
publicity stunt.” 


Century Electric Co., St. Louis—Gunar Moe ap- 
pointed district manager in New York City. 

Connor Engineering Corp., Danbury, Conn.—W. A. 
Crowder appointed representative in Washington, 
Oregon and Idaho. 

Crane Co., Chicago—Elected to the board of direc- 
tors are F. F. Elliott, president and chief executive 


officer: L. H. T. Clegg, president, Crane, Ltd., Mon- 
(Please turn to top of page 225) 
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Easy to 


TRANSPORT, HANDLE & INSTALL Nertines 
B 


Rust-Proof and Efficient! 













From a practical standpoint, there are many 
sound reasons for installing Char-Gale alumi- 
num fittings. Highly workable and easy to 
install, aluminum is also easy to transport and 
handle before it gets to the job. 


In dealing with the customer, Char-Gale aluminum fittings 
offer many additional advantages. Because aluminum is rust- 
proof, it will never rust out and require costly replacement. 
This is particularly important for customers buying or planning 
to buy cooling equipment. In addition, this corrosion resistance 
keeps the inside surface smooth so that the air flows faster, for 
lower operating cost and greater efficiency. Efficiency also 
results from the low heat emissivity of aluminum, which 


minimizes the heat loss by radiation. And aluminum is an 
acoustically “dead” metal, which means that properly installed , 2 


aluminum ductwork is silent. 


















: Rapid, nation-wide delivery 

Also a full line of galvanized fittings and rain carrying goods. service by Char-Gale’s own fleet 
of trucks means prompt delivery 

direct to you. Reduces your 

inventories to save you money 


Char-bje MANUFACTURING COMPANY 
ANOKA, MINNESOTA 


A NEW APPROACH TO AN OLD PROBLEM! 


HANDY-KAP KIT 


Does the cleanest job 


Ty iu 





of cleaning 


BOILERS 






| Cleans the Metal of the 
Boiler — Not Just the Water 


This 3 capsule kit is designed 
to thoroughly clean the ME- 

WRITE FOR TAL parts of the boiler of 
FREE BOOKLET RUST, SCALE and CORRO- 
SION in one operation. Be- 
cause the chemicals are high- 
ly concentrated, it works fast, 
yet there is nothing in the 
chemical formula that will in- 
jure any part of the boiler or 
the person applying it. Sat- 














CAPSULES 
DO THE JOB! 
2 YELLOW 


Eliminate the guess ‘ef ; th 1 WHITE 
° “ec . ” Isty your customers with — i“ 
in your guesstumate Better Heat —- More Hot Wa- JS) L 
J -- 


SPECIFY EASY TO INSTALL EMBASSY CONVECTORS | ter — Maximum Ffficiency. Lf =u ~! 












Note: For one pipe steam | WRITE FOR DESCRIPTIVE FOLOERS TODAY! (e) f) 


DOMINION 


systems request large 
steel tubed elements. 






POLY-PRODUCTS CORP. 


11 W. 42ND. STREET NEW YORK CITY 





EMBASSY STEEL PRODUCTS, inc. 
892 STANLEY AVE., BROOKLYN 8, N, Y. 
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by Cleaning... Tinning... | 


Sweating... in ONE 
Operation! 
BRUSH ON... 


HEAT... 
COMPLETE! 





‘A SWIF Solder 
°4) 50-50 Solder and Flux 
in paste form 






You'll solder and tin with SWIF Solder in % to 
2/4, less time than the old way. When you use SWIF 
Solder—one operation replaces four. No pre-cleaning 
except with greasy or dirty tube or fittings. No sep- 
arate application of flux and solder. No pre-heating 


—just brush on SWIF Solder—heat—the job is done. 

One pound of SWIF Solder does the work of 3 
or 4 pounds of ordinary solder and most often elim- 
inates extra flux and cleaning tools. Makes up to 300 
1"" sweat joints at less than 1¢ a joint. 

SWIF soldered joints withstand pressures of 3600 
psi and more on 14” tubing . . . makes strong, leak- 
proof joints you can depend on. Order from your 
wholesaler today. If he doesn’t have SWIF write to us 
for full information and test sample. 





Try this introductory 4 oz. size 
Only 65¢. Makes 65 2” joints 
Money bock if not completely 
satisfied. Also available in '/, Ib., 
1 Ib., and 3 Ib. sizes. 


Make perfect SWIF sweat joints 
ct any angle. SWIF Solder pene- 
trates through all contact creas 
forming a perfect joint. 


The Right Hand of the Plumbing Industry Since 1915 


HERCULES 
CHEMICAL COMPANY, Inc. 


N NEW ORK 13 N.Y 





x s 
; | 


See our catalog in Domestic Engineering Catalog Directory 


224 






ANNOUNCING re rare 


GOO and 9OQO sERIES 


Dual Purpose Control of 
HOT WATER SUPPLY for 


HOME 
HEATING 


DOMESTIC 
HOT WATER 


COMPLETELY 
ASSEMBLED 


READY TO 
INSTALL 


The Pate 600 and 900 series are low cost additions to the 
Pate line of automatic, dual purpose, completely assembled 
heating units. Like the Pate Imperial, these two new units 
provide ample hot water for both home heating and domestic 
hot water. They work like this: When domestic hot water is 
required the CB3 control unit instantly and automatically 
stops circulating water to the radiation system and supplies 
full heating capacity to the tankless coil to provide ample 
domestic hot water. After satisfying this demand, the unit 
automatically recirculates hot water for home heating. Thus, 
the 600 and 900 Pate series never carry both home heating 
and domestic hot water loads simultaneously. 

The units are completely assembled with all controls, piping 
and wiring. There is nothing to add or buy. Simply hook up 
to water, electric and fuel supply and connect to flue. 


That is all. 


Write today for complete specifications and details. 











| THE PATE 


IMPERIAL 


| (CB135) 
| CABINET TYPE DUAL-PURPOSE CONTROL 
| HOT WATER SUPPLY 
| FOR HOME HEATING + 
DOMESTIC HOT WATER 
COMPLETELY ASSEMBLED 
READY TO INSTALL 


es 


THE PATE CoO., INC. 
WALNUT AND MOORE STREETS DARBY, PA. 








COMPLETELY ASSEMBLED 
DUAL-PURPOSE HOT WATER SUPPLY 
HOME HEATING + 
DOMESTIC HOT WATER 
IN ONE PACKAGE UNIT 





Some territories available for distributors and manufacturers representative 
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Names... continued from bottom of page 222 


treal, Can., and Anthony von Wening, chairman of | 


the board and chief executive officer of Froedtert | 
Walter O. Anderson appointed | 


Corp., Milwaukee. 


general credit manager, and John Adaska named | 


assistant manager, heating department. 


Crown-National Co., Chicago—Ernest T. Scott 
named representative in North Carolina and Virginia. 


Curtis Mfg. Co., St. Louis—Erwin A. Schulte named 
controller and assistant treasurer, and Edward O. 
Gotway appointed chief purchasing agent. 


Drayer-Hanson, Inc., Subsidiary of National-U. S. 
Radiator Corp., Los Angeles—Arnold Erdal named 
sales engineer, and Bradbury-Kenrick Assoc., Detroit. 
named representative in the midwest. 


The Fairbanks Co., New York City—E. T. Flanagan, 
vice president, sales, elected to the board of directors. 


Federal Enameling and Stamping Co., Pittsburgh— 
Edward J. Schell appointed sales manager. 


Fiat Metal Co., Long Island City, N. Y.—Charles F. 
Laird named director of sales, and Robert R. Daven- 
port appointed assistant sales manager. 
































“No, no, Harry, you don’t understand.” 


General Electric Co., Air Conditioning Div., Bloom- | 


field, N. J.—Francis R. Vanlandingham appointed 
manager, distribution development, in the Weather- 
tron department. Named as distributors in Texas are 
Wheeler-Rhodes Air Conditioning Co., McAllen; 
Austin Air Conditioning Co., Inc., Austin; Texas Gen- 
eral Air Conditioning Corp., Corpus Christi, and Kerr 
Lumber Co., San Antonio. 


Gorton Heating Corp., Cranford, N. J—Named as 
(Please turn to top of page 226) 
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Master Tanks are 





GUARANTEED 


for 20 Years... 


San-Equip Master Septic Tanks are America’s Finest Tanks 
—guaranteed against failure due to corrosion or structural 
failure for 20 years after date of installation. Check these 
outstanding features: 


Note: 


See Your Plumbing 
Wholesaler or Write: 
Vega Industries, Inc. 

San-Equip Division, 

Syracuse 5, N. Y. 


Heavy all-welded, steel construction — engineered for 
maximum strength. 


Hot-dipped in mineral asphalt to provide a corrosion- 
resistant coating inside and out. 


Additional coating of bituminous emulsion protects 
critical inside surfaces against the corrosive action of 
sewage acids. 


Horizontal design permits longer flow within the tank 
for more complete settling out and digestion of solids. 


Access opening can be extended to surface of ground 
for pumping out of tank without costly digging 


Master Septic Tanks are available in 300 to 1125 gallon 
capacities. 


Master Tanks of 500 gallons and larger comply with all require- 
ments of Commercial Standard 177-51 as accepted by FHA, Veterans 
Administration and U.S. Public Health Service. 


San-Equip 


SEP TEC tienes 
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The One Pipe Wrench that 


Out-performs 
and Out-lasts 


all others... 





This pipe wrench 
does its job so well 
that millions of users 
swear by it. 

It’s extra strong and 
safe—sure jaw action 
aided by new 
patented hookjaw 
suspension. 








Grips pipe or conduit instantly, no slip, no 
lock. Rugged comfort-grip I-beam handle 
... handy pipe scale and easy-spin adjusting 
nut. Every wrench factory-tested, 6” to 60” 
...to assure you most for your money. Buy 
RRIEIDs at your Supply House! 





The Ridge Tool Company, Elyria, Ohio, U.S.A 
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representatives are Southern Plumbing & Heating 
Sales Co. in western Tennessee, eastern Arkansas and 
Mississippi; J. William Walter in Michigan, except 
Detroit, and R. C. Schneider in Wisconsin and upper 
Michigan. 


H & H Tube and Mfg. Co., Detroit—J. S. Couzens 
named sales manager. 


Harvey Machine Co., Inc., Harcraft Brass Div., 
Torrance, Calif.—Active Distributors named repre- 
sentative in New Jersey, Delaware, eastern Pennsyl- 
vania, New York City, Long Island and Westchester. 


Janitrol Heating & Air Conditioning Div., Surface 
Combustion Corp., Columbus, O.—Ola E. Williamson 
named sales engineer in Nebraska, Kansas and North 
and South Dakota. 


Kelvinator Div., American Motors Corp., Detroit— 
Joseph V. Donohue, Jr., and Gerald G. FitzGerald 
named district managers in the west and central ter- 
ritories, respectively. Named as distributors are Hol- 
lander & Co., St. Louis, in 101 counties in Missouri, 
and Jones Distributing Co., Sioux City, Ia., in 36 Iowa, 
Nebraska and South Dakota counties. 


Instro-Gas Corp., Detroit—Transferred are Donald 
Edwards from the central to the southern territory; 
Athur Lacroix from the midwest to central, and Bert 
Felzer from New England to the midwest. 


International Harvester Co., Chicago—John L. 
McCaffrey elected chairman of the board and chief 
executive officer, and Peter V. Moulder, formerly 
executive vice president, elected president to succeed 
McCaffrey. Named as executive vice presidents are 
Frank W. Jenks and Harry O. Bercher. 


Josam Mfg. Co., Michigan City, Ind.—E. H. Gardner 
named to the Cleveland office. 


Maid-O’-Mist, Inc., Chicago—Louis Schneider & 
Co. appointed representative in Indiana. 


The Mercoid Corp., Chicago—Willis E. Jones named 
sales manager, and Paul J. Provost appointed man- 
ager of the Industrial Controls Div., with G. R. Folds, 
Jr., as his assistant. 


Milwaukee Valve Co., Subsidiary of Controls Corp. 
of America, Milwaukee—Frank Kovich appointed 
general manager. 


Modern Engineering Co., St. Louis—David D. May 
named factory representative. 


Mueller Brass Co., Port Huron, Mich.—William A. 
Preininger appointed district manager in Denver, 
Colo. Named as representatives are Wayland Swan- 
son in Chicago; John G. Denardin in Indianapolis, 
Ind., Richard J. Williams in Dallas, Tex., and George 
I. Duddy in Cincinnati, O. 


Mueller Climatrol, Div. of Worthington Corp., Mil- 
waukee—Edward Knott named representative in 
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northern Wisconsin and upper Michigan, and Dan 
Phillips appointed representative in Toronto. 


D. J. Murray Mfg. Co., Wausau, Wis.—A. W. Plier 
reelected president and general manager. Also re- 
elected are M. P. McCullough, vice president; S. D. 
Payzer, vice president, engineering; W. A. Marquardt, 
secretary and assistant manager; G. L. Ruder, treas- 
urer; P. W. Hoeper, assistant secretary, and Fred C. 
Boyce, assistant treasurer. 


National-U. S. Radiator Corp., Johnstown, Pa.—A. 
O. Willis named manager of manufacturing. Robert 
C. Seaton appointed district manager in the southeast, 
succeeded as Richmond, Va., branch manager by John 
M. Newlon, Jr. 


Oster Mfg. Co., Cleveland—David A. Chester named 
representative with A & J Friedman Supply Co., Inc., 
Passaic, N. J., distributors. 


Penn Controls, Inc., Goshen, Ind.—Francis X. Fess- 
ler named manager, range and appliance controls, in 
the newly-created Range and Appliance Control Div. 
R. L. Place appointed assistant to Fessler. 


The Powers Regulator Co., Skokie, Ill—Wayne 
Norin named manager of the Milwaukee branch, and 
Robert F. Cummings appointed branch manager in 
Omaha, Nebr. Named as resident engineers in Ohio 
are Joseph H. Richards, Columbus, and Charles E. 
Brandes in Dayton. 


























“Well it won't work if you don’t plug it in.” 


Reda Pump Co., Bartlesville, Okla—R. O. Young 
named manager of water pump sales. 


Refrigeration Engineering, Inc., Los Angeles—J. C. 
Lewis named southwest district manager, and R. F. 
McAndrews Co., Cincinnati, O., appointed distributor 
in Cincinnati. 

Repcal Brass Mfg. Co., Los Angeles—Gunn and 

(Please turn to top of page 228) 
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FANNER 
known for FINE CASTINGS 


Back at the turn of the century 
when the infant automotive in- 
dustry was fighting for its exist- 
ence, FANNER was already an 
established name for fine cast- 
ings. Over half a century special- 
izing in the manufacture of fine 
malleable iron products is the 
reason why Fine FANNER Fittings 
have the extra strength, clean 
threads and smooth chamfering 
that means quicker starts and 
faster finishes. FANNER malleable 
iron is tough, rugged, pressure- 
tight — the kind that makes 
“he-man”’ fittings. 





was already 





CONTINUOUSLY GROWING TO MEET YOUR DEMANDS 





The Fine FANNER Line of Fittings is expanding 
every day to meet the needs of the industry. New 
fittings of the ‘‘wanted” types and sizes are 
continually being added to keep pace with the 
demand. You can turn your pipe connecting time 
into profit by using Fine FANNER Fittings on your 
next job. Compare them and see! 


THE FANNER MANUFACTURING CO. 


Brookside Park ® Cleveland 9, Ohio 
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COMMERCIAL models for vent 
diameters 12, 14, 16, 18, 20, 
22, 24 and 30 inches exhaust 
up to 877,000 CFH 

(up to 1,800,000 CFH on 
special order). 









THE POWER DRAFT 
THAT ASSURES 
HEATING PLANT EFFICIENCY 
AND SAFETY 


Here’s why dependence upon natural draft usually results in 
low operating efficiency and spilling dangerous combustion 
gasses into buildings. Improved fuels produce more heavy diox- 
ides (CO;z is 55% and SO, 225% heavier than air.) Modern 
heating plants let less heat escape to keep chimneys warm. 
WITH OR WITHOUT CHIMNEYS, Quickdraft prevents noxious fumes 
and explosive gasses from escaping into buildings. It makes 
costly, tall chimneys unnecessary. It corrects the deficiencies of 
low and “cold” chimneys. 

WITHOUT FANS OR MOTORS IN SMOKE-LINE, Quickdraft never 
obstructs exhaust line .. . even in event of power failure. Quick- 
draft blowers operate in clean room or outside air. Because 
Quickdraft eliminates down-time for cleaning and replacing fan 
blades, it rates high for industrial venting of abrasive and 
corrosive gasses. 

FOR SUPPLYING AND EXHAUSTING AIR through ducts, Quickdraft 
doubles blower capacity. 

QUICKDRAFT POWER-DRAFT UNITS provide the constant draft re- 
quired for burning all fuels 
efficiently and economical- 
ly. They keep chimneys dry 
and eliminate chattering, 
smoking and sooting. Write 
today for complete details 
and engineering data. 

















RESIDENTIAL 
models for vent 
diameters 4, 6, 7, 
8, 9 and 10 inches 
exhaust up to 
60,000 CFH 


. Quickdraft 


ow M PA NOY 


Canton 1, Ohio 





QUICKDRAFT COMPANY 
Hampden Byilding 
Pot Box 87-G 
AS 1, Ohio 
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Names... continued from bottom of page 227 


Pegelow, Inc., Chicago, is representative in Chicage. 


Republic Steel Corp., Canton, O.—Named as dis- 
tributors are B. F. March Co., Worcester, Mass.; Gen- 
eral Supply Co., Las Vegas, Nev., and Ohio Valley 
Hardware Co., Inc., Evansville, Ind. 


Revcor Co., Carpentersville, Ill—Robert F. McCall 
named national sales manager. 


Robertshaw-Fulton Controls, New York City—K. 
Kelly Kennan named San Francisco district sales 
manager. 


Romac Industries, Camden, N. J—M & M Assoc. 
named representatives in eastern Pennsylvania, Dela- 
ware, Maryland and Washington, D. C. 


Sanitary-Dash Mfg. Co., Inc., Long Island City, N. 
Y.—Named as representatives are C. L. Boyer & Co., 
in Montana, western North Dakota, western South 
Dakota and northern Wyoming; Harry Hartman in 
northwest California and northwest Nevada, and W. 
J. Oberndorf Co., southern Ohio and Kentucky. 


Sauer, Inc., Pittsburgh—Robert M. Morris and W. 
N. Steitz elected directors. Steitz also elected secre- 
tary-treasurer. 


Walter E. Selck and Co., Chicago—Jack C. Hines 
named representative in Indiana, and Henry J. Schot- 
ters appointed representative to contact architects. 


Shaw-Perkins Mfg. Co., West Pittsburgh, Pa.— 
Gene Gribble named director of research and devel- 
cpment, 


Jay R. Smith Mfg. Co., Union, N. J.—Named as 
representatives are Thomas J. Hunt in Kansas and 
western Missouri, and Gregory Palmer in lower Mis- 
sissippi and lower Louisiana. 


Sterling, Inc., Milwaukee—Ross H. Dean named 
sales manager. 


Sterling Faucet Co., Morgantown, W. Va.—Named 
to the newly-formed general sales staff are James H. 
Benson, vice president in charge of sales; L. K. Jones, 
director of sales, eastern division; R. A. Peterman, 
sales director, western division; D. B. Marstiller, sales 
manager, Sterling Faucet Co., Glauber of Texas, 
Tyler, Tex.; C. E. Walls, sales manager, Sterling 
Tubular Products, The Haydenville Co., Haydenville, 
Mass.; Fred A. Benson, assistant sales manager, Pitts- 
burgh Valve Co., Pittsburgh; Frank Guild, Jr., divi- 
sional sales manager, Tyler, Tex., and A. B. Stenger 
and John W. Johns, sales engineers, industrial sales 
division. 

O. A. Sutton Corp., Inc., Wichita, Kan.—Howard 
Smith appointed district sales manager in Atlanta, 
Ga.; Chattanooga and Knoxville, Tenn., and Jackson- 
ville and Miami, Fla. 


Tait Mfg. Co., Dayton, O.—Ned A. Lewis named 
purchasing agent, and Ray G. Puterbaugh appointed 
assistant purchasing agent. 

(Please turn to top of page 233) 
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Only Peerless has exclusive Directional 


erman, Louvers that provide best circulation and board radiation. 


-Schot- Dependable Since 1857 
itects. 
MAIN OFFICE & FACTORY OECATUR, ILLINOIS 
, Pa— eae 3 en Cues * 
| devel- ° 
Sell Satistaction 
Sell 
vaggte . SARCO7'IN © GIVES YOU 
sas and “KEEP” the profits! 
er Mis- 
Why take Quality for granted ... why 
jeopardize your reputation and profits | 
os ead of atonal hii ALL THESE ADVANTAGES 
named stay sold? . .”. Call-backs, service calls, ° 
complaints aod dissatisfied customers — 
tob profits and reputation. : 
Peerless has New Styling that appcals = 
Named to all. . . thar clinches the sale... with , : AS 
mes H. ineered ection that ptovides the mm \ 
“8 ren satan tial i (8) APPROVED RATINGS 
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r, sales keep walls clean. This is only onc of the many . 
, desirable features that sell Peerless . . . and GAS 1-YEAR GUARANTEE 
exas, keep it sold. b 
y Sarco and Sarcotherm. 
terling CONSOLES 
onville, A fall range of sizes... 11 models COOPERATION —careful 
Pit in all... from the 14,000 B.T.U. selection of radiation by ex- 
, Pitts- “mighty midget” to the 60,000 perienced Sarco and Sarco- 
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8 ete Sosy: depo COMPLETE LINE — et 
1 sales brochure that gives you Y” 
s every detail on the’ from one source...SARCO 
pi ri uf : ...finned-tube and baseboard 
| . P' Sf radiation, heating special- 
owar ties, pumps, temperature 
tlanta, A GILT EDGED regulators, Sarcotherm wea- 
+k vente ther-compensated trol 
*kson- We SALES, PROMTS pensated contro 
AND SATISFIED systems. 
CUSTOMERS : : i 
sl sis Weal wid 2120-7 Write for Bulletins. 
. MOST FREQUENTLY 
ointed se ge rea bengal ss SARCO COMPANY, INC. 





Empire State Building, New York 1, N. Y. 





PEERLESS MANUFACTURING CORP 
LOUISVILLE 10, KY. 
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specifiers 
make 


CONTACT 


with 

manufacturer’s catalogs 
every business day 

of the year 
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If a manufacturer considers for a moment his 
own sales experience he can realize the important 
role Domestic Engineering Catalog Directory plays 
in a well rounded sales program. Even in the best 
managed offices catalogs are continuously lost, mis- 
filed, thrown away or mislaid. How often have 
some of his best customers requested a second, 
third or more catalogs within a short period of 
time. 

No one can afford to lose or misfile Domestic 
Engineering Catalog Directory because it is a costly 
service, subscribed for year after year by the manu- 
facturers’ potential customers . . . wholesalers, con- 
sulting and specifying engineers and larger con- 
tractors. It takes only a few seconds to find a 
manufacturers’ product data when it is bound in 
this purchasing and specification reference. 

Domestic Engineering Catalog Directory offers 
the most complete, most extensive and most useful 
compilation of manufacturers’ product listings, 
trade names and names and addresses’ ever 













assembled. 

Buyers and specifiers of the thousands of varied 
product lines in the heating, plumbing and cooling 
industry benefit by using Domestic Engineering 
Catalog Directory as their centralized purchasing 
and specification reference. 

In essence, they virtually make contact with the 
cataloged and listed products of manufacturers 
every business day of the year. Manufacturers 
should consider insertion of more complete prod- 
uct data, in addition to their current listings, to 
gain maximum benefit from this daily contact. 





ENGINEERING 
OG DIRECTORY 
1801 Prairie Avenue 
Chicago 16, Illinois 
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Make a bigger — 
SALES SPLASH! | ~~ 











MOUNTS ON ANY 1% TON 
OR LARGER TRUCK 

















a 


| DIGGER - SHOVEL e CRANE 


Mount the quarter-yard hydraulically operated HOPTO 
on any one and a half ton or larger truck! Give a good, 
non-skilled worker a couple of hours to familiarize 
himself with the four simple hydraulic controls. Then = 
turn HOPTO loose on your toughest job. You'll be 
profitably amazed at the amount of work done by this fast- 
cycling, 200° swing unit! Hydraulic outriggers quickly 


Sell the u niq ue Spri ng-Flo stablize HOPTO with a firm operating base. Heavy-duty - 


HOPTO bites into blacktop, roots and other pick and = 


| shovel obstructions _—_ keeps schedules rolling! 
NO SPLASH features! DOES THE WORK OF 16 MEN ON 101 JOBS! 











) 
Spring-Flo aerators are more than ordinary no-splash devices! HOPTO digs 11' deep, loads in highest truck. Special 
Th j aa cle = ake it (1 look. wash and , dipper stick extension tilts bucket thru 180° . digs 
‘hey freshen and clear water, make it taste, look, wash and | straight-sided, square-cornered holes! Here’s the hired 
rinse better. That's why faucets with Spring-Flo are preferred man that never gets tired or fired! HOPTO 1s the low- e 
by millions! Here's how Spring-Flo works: cost, cg ny — you can a on a truck already 
i. Spring-Flo puts millions of tiny air bubbles in water. ss em contest mobile shovel, crane . at lowest 
They replenish lost oxygen, trap and carry off for- A wide variety of backhoes and shovel buckets adapts 
eign tastes, odors and clouding gases. HOPTO to your exact requirements! L 
2. The Spring-Flo stream mixes soaps and detergents 
more thoroughly, so washing action is faster, better. 
3. Bubbles in the Spring-Flo stream act like a cushion, CHOICE OF MODELS 
preventing splash. Water spreads, clings, rinses more HOPTO is available in two 
effectively. additional models for truck Vv 
‘ = . : te mounting. Units for wheel or 
Tell your customers about Spring-Flo equipped faucets. You'll | track-type tractor mount- ator 
make more sales and build customer satisfaction! ing as well as complete sere 
wheel and track-mounted P 
units, a power take-off and 
ON LEADING MAKES OF FAUCETS © telt-emened Seetier v 
model. Available with 24 Div 
G.P.M. or 36 G.P.M. hy- 
= draulic system. of e 
oprr 


Gol 


: Fs PUA EWR OL CM and namo of nearest desler . 





AGHNIDES U.6, PATS, 2,210,646—2,316,632 
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Names. -. continued from bottom of page 228 


Trane Co., La Crosse, Wis.—Promoted to sales man-| 
agers are R. H. Pearse, Jr., air conditioning; William | 
C. Dackis, heat-exchanger; A. James Hackl, packaged | 
equipment; and Harry F. Griese, Jr., Climate | : 
Changer. C. L. Ringquist has been named manager,| . 
applications engineering department and Randall W.| 4 
Johnson named assistant manager, transportation | 
sales department. Albert Raitzer appointed project 
engineer with the products engineering department, 
and William A. Marshall appointed development en- 
gineer, products engineering department. Roger Burt- 
ness appointed branch manager at Billings, Mont., and 2 
Henry Woodward named sales engineer in New York. 


Tube Turns Div. National Cylinder Gas Co., Louis- 
ville, Ky.—John G. Seiler, president, appointed to 
nuclear energy group of the Southern Regional Edu- 
cation Board. 


Utilex Mfg. Co., Fowlerville, Mich.—Joseph F. Sul- 


livan, Jr., named plant manager. 


Utility Appliance Corp., Los Angeles—Stanley F. 
Skafte promoted to director of engineering. Also| 
promoted are Charles F. Cushing to director of sales, | 
heating and air conditioning; Richard J. Peterson to | 
manager of research and chief engineer, Utility divi- 
sions, and C. D. Mohr to chief engineer, range division. | 















































































G 
‘he key to PERFEC™ er pe ips 


ZONE-A “TROL 








FOR PANEL JOBS 
When you install heating, you wouldn't forget the safety control, or 
temperature control . . . but what about the COMFORT CONTROL. 
Putting the heat where it's needed, when it's needed . . . and in just 
the right amount is the key to Perfect Heating Comfort. 

















“Oh good, it t works fine now.’ To meet these requirements easily and economically, Econo now gives 
| you the perfect combination for perfect heating comfort with the hie 
Viking Air Products, Div. of National-U. 8, Radi- performance of the Econo Power-Plus Circulator and controlled heat ; 


distribution obtained with Econo Zone-A-Trol. pe 
For getting heat where it's needed, when it’s needed, the Econo Power-_ o 
Plus Circulator overcomes line resistance in even the most complen, 
Westingh Electric C Electric Appliance | ee ee &3 

estinghouse ectric orp., ectric ance | 
Div., Mansfield, O.—E. K. Clark appointed manager | te ee Shes nd igom we sanded ie oe the ht ane, Lone-ATrol: 


of engineering services, research and advanced devel- | OS Bees ta ae on Econo Power Plus Cincleror vith Zone-A-Trol, 


ator Corp., Cleveland—Pacific Scientific Co. named 
representative in Oregon and Washington. 





opment; F. W. Pearl named director of styling. 










Wheatland Tube Co., Philadelphia—Richard T.) 
Goldsmith and Assoc. named representative in the | 


Southeast. 


(Please turn to top of page 234) 











Names. .. continued from bottom of page 233 
Pei OW C. H. Wheeler Mfg. Co., Philadelphia—Clayton S. 
| Coggeshall and Paul J. Doyle elected to the board of 
AT NEW LOW PRICES | directors, 
IN STOCK i OR | Whirlpool-Seeger Corp., St. Joseph, Mich.—Re- 
IMMEDIATE DELIVERY - elected to the board of directors are Robert E. 
A Brooker, Frank M, Folsom, Elisha Gray II, Edward 
“ “ a Gudeman, John S. Holl, Maynard H. Murch, Charles 
‘izzi, Walter G. Seeger and Frederick S. Up- 
bare Paget a an nm GALVANIZED S E dg rece: Meant ee midwestern fie tl 
usually offered at popular prices T EL manager. Named as distributors are RCA Victor 
but top quality JUST hot dip Distributing Corp., Davenport, Ia., in six Ilinois and 
heavy duty galvanized construc LS C U LLE R y 15 Iowa counties; Dulaney’s, Oklahoma City, Okla., 
maximum sanitation. Three models in 68 Oklahoma counties, and RCA Victor Distri- 
with one, two or three mpart- i . : i j 
ments are available for immediate S| & K S - heavy pa aa Kansas City, Kan, in 73 Kansas 
delivery from stock. Furnished with 4 sae q “s 
r without detachable drainboards 1 Pe 
re mounting left or right. oe — Windmaster Corp., Columbus, O.—Frank Gibbons 


able drainboards named representative in Ohio and western Pennsyl- 
vania, and Charles Davis appointed representative 





in Michigan. 





MODEL J-110-S 


Single Compartment The Wiremold Co., Air Duct Div., Hartford, Conn.— 
Compartment inside 24” Robert S. Dutton named representative to help con- 
x24"x12" deep. Overall tractors solve special field problems. 

dimensions 27”x27"x36” 

high from floor to top of John Wood Co., Conshohocken, Pa—V. A. Kirby 
roll rim. appointed vice president and manager, western plants, 





succeeded as manager of the Winnipeg, Can., plant 
by T. H. Gibson. Charles E. Hanley named represen- 


MODEL J-210-$ 
tative in Pittsburgh. 


Double Compartment 





Each compartment Worthington Corp., Harrison, N. J—John Thomp- 
inside 24 ne 12" son appointed manager of the salaried personnel de- 
Rte ool partment, and Robert C. Hughes named director of 
; tre ini : 
36” high from floor — 
to top of roll rim. York Corp., York, Pa.—Named as distributors are 
Appliance Wholesalers, Inc., Detroit; Artcraft Elec- 
MODEL J-310-$ tric Supply Co. of Maryland, Salisbury, Md., and 
Triple Compartment Illinois Appliances, Inc.. Peoria, Ill. END 
Each compartment : ; pales 
inside 20x24”x12” Ohio Turnpike Buildings to Be 
deep. Overall di- : re 
snenstens 63" aT"x Completely Air Conditioned 


36” high from floor 


to top of roll rim. More THAN 700 tons of modern air conditioning 


will add to the comfort of travelers along the 
Ohio Turnpike, newest of a series of road building 











DETACHABLE DRAINBOARDS achievements that will change the travel habits of 
_ Available in 24” and millions. The new Ohio Turnpike is a 241-mile 
30” length. Attaches stretch of continuous superhighway. Its twin, 
right or left to any divided roadways stretch from the Indiana border 
JUST Scullery Sink. to Ohio’s eastern boundary. Here it connects with 
the Pennsylvania Turnpike. Now east-west motor- ) 





ists can travel across almost a third of the nation on 
safety designed and built highways. 

But experience has shown that these turnpikes 
with their gentle curves and flat grades can be- 
come pretty monotonous for the driver. For this 
reason, the Ohio Turnpike Commission has built 
16 “service plazas” at convenient intervals. Here 


a motorist can relieve the strain of driving long 
9233 KING AVENUE « FRANKLIN PARK, ILLINOIS | (Please turn to top of page 237) 








| WRITE FOR FREE 
| BULLETIN J-105 
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cat MODEL-A 
Thomp- CLOSET BOLTS ; ye 
nnel de- we 4 PIPE MACHINE 
rector of oes BRASS 
eee eee The World’s Fastest Portable Pipe 
oa. — and Bolt Machine 
uit Klec- 
Md, and Coponst clear, OST NS THREADS 2” PIPE IN 12 SECONDS! 
tell-all labelin pone : 
TT is just one aoe NUTS @ A heavy-duty, portable machine. 
of Rusell's — Low upkeep—high production! Saves 
service attitude. is 
close-knit, flexible time! Makes money! Power Grip Wrench- 
sence aa less Chuck—standard equipment. All 
jitioning to your inquiry or order. gears run in oil. Has rack and pinion 
ong the » =" from feed . .. 12 inches of working space. 
ildi acto ‘ 
atu e sreireesnenveliea, | Cone reamer mounted on swinging arm. 
one Nhat quay sondordh, i pump accessible for easy cleaning, 
» twin. a century. Rugged, long-wearing, adjustable ring- 
\ border cater tou fa, di quick-opening die heads. Your 
cts with Complete Cataleg! choice of wheel-and-roller cut-off (stand- 
t motor- Fully iNustrated, Gives sizes, ard) or automatic knife cut-off. Put it to 
ation on Seecne seaaaen, 2 work for you now! 
information. Write for it, todoy. 
irnpikes Write today for Beaver’s Quick-reference Rn 
can be- 
ror this THE RISDON MANUFACTURING CO 
as am John M. Russell Division—Est. 1904 & £ E ER 
s. Here ; 
ng long 220-400 DANA AVE. « WARREN, OHIO, U. S. A. 
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The “‘SALESMAN’’ 


with the least worries is 
_ the one who supplies his 
| trade with these 


Grant | /ilson BE 
PRODUCTS i . 






NO BLASTS 








equl 
ASBESTOS AIRCELL PIPE COVERING: 24 b 
For low pressure steam, hot water and — 2 system pipe lines 
. « low cost, fuel saving! Pre-shrunk. lete with canvas dur: 
jacket and bands. Three foot lengths fit all ianiiond pipes. 1 
and 1” thick. coo 
; And 
/ WOOLFELT PIPE COVERING: ely 
For cold water and return lines . .. no the | 
sweating, rusting. Pre-shrunk. With uni- Tl 
versal liner, canvas jacket, bands. Stan 
— lehgths fit all pipes. 4%”, %” and 1” selvi 
thick. 
usin 
ANTI-SWEAT PIPE COVERINGS: out 
A special ae “agama felt in tele- 
scople construction . sweating or area 
dripping. Pi foot nate fit all porn Me 
pipes. nd %” thick, single shell. 1” 


thick an >, double shell. 


Also Frostproof Pipe Covering: 
36” sections split longitudinally. Easy to install. Combines 14” 
elt, %°” Woolfelt—saturated tar liner. Complete with canvas 
jacket and bands. 


ASBESTOS INSULATING CEMENT: 


Insulation for all boilers, —y~¥ and tanks. Increases boiler effi- 
ciency . . . saves fuel. Easy to apply ... drys to smooth white 
finish. ‘Comes in 10, 50 and 100 Ib. packages. 


ASBESTOS FURNACE CEMENT: 


Makes an excellent smoke-tight, gas-tight 
and fireproof seal on all types of heating 
upits. A high temperature refractory in 1, 
2, 5, 10, 25, 560, 100 Ib. metal containers— 
also half Bbis. and Bbls. 





ASBESTOS INSULATING FELT PAPER: 


a Use in every basement . . . ideal for wrap- 
ping furnace pipes and casings, for fire- 
proofing combustible constructions, making 
gaskets, etc. 18” and 36” wide. 25, 50 and 
100 Ib. rolls in all standard paper weights. 


ASBESTOS MILLBOARD: 




















Fireproof . can be sawed, ee. 
| punched, nailed | and Painted. 
| per 42x48” (other sizes to “waa wth 
thicknesses 1/16” and up. Jp 
. COMBUSTION CHAMBERS: os 
: Range of sizes (.75 to 12 G.P.H.) and shapes pack 
e for every job. — and tongue-and- : 
° groove constru - efficient, long- its ¢ 
e a) lasting! i te oo bend and set up. . 
° STANDARD STAMPING & PERFORATING COMPANY ° individually packaged with everything neces c 
° 3135 WEST 49TH PLACE, CHICAGO 32, ILLINOIS : ey or See. buil 
: Gentlemen: tro — me literature on the Stondard No. 551 : See Your Grant Wilson Wholesaler or Write Today for TI 
: Perimeter Wall Register. : Bulletin 656-D by ' 
NAME . in 
: COMPANY a Erne ee , g 
. . Se ee ae ee ae tion 
: = ADDRESS. : 
: . CITY INNA Ee . 


(Brant WWilsonns, | = 
| a r q n d 9 Yr d ASBESTOS and INSULATING MATERIALS = 
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(Continued from bottom of page 234) 
stretches at a time. He can get out and stretch his | 
legs. He can wash and freshen up. He can have | 
his car serviced and his gasoline tank filled. And | 
he can enjoy a cup of hot coffee or a complete | | 
meal. The comfortable lounges also provide the | 
means for just resting up. 
To insure complete comfort, in even the hottest | 
weather, these service plazas are air conditioned | 
throughout. A chilled water central system for | 
air conditioning, coupled with a forced air system | 
of distribution, was installed. 
Several factors influenced the selection of the | 
equipment. The equipment would be in service 
24 hours a day, 7 days a week, so it had to be 
durable and of proper capacity to provide ample 
cooling under extreme conditions of summer heat. 
And it had to be low in maintenance cost to keep 
the pike’s operating expenses as low as possible. 
The layout and size of the buildings lent them- 
selves to the use of a zoned system of cooling 
using three separate zones. The main dining area 
comprised the first zone, the counter and lobby 
area was the second zone, and the service station 


te » iG 







@ COMPACT 
@ COMPETENT 
@ COMPETITIVE 



















































Now you can win profitable subdivision contracts . 
replacement jobs... all with one series of attractive, new Mt. 
Hawley Boiler- Burner units—the Triple-C! 

Requires less than six “square feet of floor space with 
heights from 46” to 50”. Gas or oil fired. Easily converted 
after installation. In three models: C-89W (66,600 Btuh net), 
C-105W (78,600 Btuh net) and C-131W (98,200 Btuh ite 








Write, wire or phone Peoria 2-5448 


This water chiller installation is typical of those installed { 
Do it now! 


in the Ohio Turnpike’s 16 “service plazas.” Each plaza, | 
consisting of dining room, lobby and service station facili- 
ties, has three separate zones of air conditioning. (Photo 
courtesy of Acme Industries, Inc.) 





— 


. boiler cleans easily... just remove stack, pull out 
baffles 

. high-capacity tankless water heater coil 

. heavy Spintex insulation surrounds entire boiler 

. Tig-zag baffle boosts efficiency 

. heavy 11-gauge steel flue 

. new! curved crown sheet provides protected mud 

ring 

new! expanded combustion chamber gives high ( 

efficiency, quiet operation 

. new! dry base construction with 5-layer insula- 
tion using vermiculite, circulating air, reflective 
surfaces 

. highest-grade cost refractory chamber 

heavy 16-gauge enameled steel jacket 


area was the third zone. Each zone has a separate | 
packaged water chiller, a separate air duct and | 
its own temperature and electrical controls. 

Chilled water is pumped through coils of factory 
built air handling units located in the attic. 

The dining area and the counter are handled 
by two separate squirrel-cage blowers circulat- 
ing air at a rate of 4,500 CFM. The service sta- 
tion area has its own 2,600 CFM blower. A large 
amount of intake air is required to compensate | 
for the air driven out through the kitchen’s ex- 1 
haust system. 

Conservation of water used in the liquid chillers 

(Please turn to top of page 238) 
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AVAILABLE AS STANDARD BOILER-BURNER UNITS OR COMPLETE BOILER- 
BURNER PACKAGES... AFTER JUNE Ist AT LEADING WHOLESALERS 


ON DISPLAY! BOOTH =~ 615-NAPC SHOW: MILWAUKEE, WISCONSIN 
MT. HAWLEY MFG. CoO. 


Dept. D-6 Routes 174 & 88 Peoria, Illinois 
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TINICUM E-Z Pull 

Hanger Iron Prevents 
Waste! 

"yl 


<- eee -— Pens 
~ ; S = | _ M 
E-Z to Carry > 


AND INCREASE 
YOUR 
PROFITS 


Ter 






E-Z to Use 


350 ft. & 100 ft. Coils %” x 20 gauge. Bright, enameled, gal- 
vanized, copperized steel—also in solid copper. 


TINICUM 


PPP rpon st 


BEADED FOR EXTRA STRENGTH %”"—1”" Copper & 
Copperized; %”—2” Galvanized 


TINICUM LAUNDRY TRAY STANDS 


1 a 


<p) 





Priced Right—for 
part & 2-part cement 
or porcelain trays, with 
or without self-level- 
ing legs. 


Send For Catalog Today! 
CONSULT YOUR JOBBER! 






TINICUM 
METAL CO.,INC. 


85th ST. & TINICUM AVE., PHILADELPHIA 42, PA. 


SPOON KEYS © GRAPPLERS 
STOPCOCK KEYS 
HYDRANT RODS 













polished pipe ! 
... handle it with a 


WARNOCK Strap Wrench 


Here’s the best safeguard against damaging polished 
and plated pipe. 

An extra sturdy woven strap provides soft contact. Its 
scientifically curved nose prevents crushing. Its handle 
can’t break. And it is simple to use, quick to adjust. 


For complete information ask for Bulletin D-54 


LOWELL WRENCH CO. 


w-? 





WORCESTER 8, MASS 
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(Continued from bottom of page 237) 
was a must, as each plaza relies solely on its own 
wells for water. 

The duct system is used only for circulation of 
chilled air. Heat is furnished by two 60 hp oil- 
fired boilers using a forced hot water system with 
extended convector finned radiation. 

Heating and air conditioning contractors in- 
clude: T. O. Murphy Company of Oberlin, Ohio; 
Kaighin & Hughes, Inc., Toledo, Ohio, and Com- 
mercial Piping Company, Youngstown, Ohio. 
Engineers for the Ohio Turnpike were J. E. Grein- 
er Company. Installation of the equipment was 
supervised by Robert C. Moorhead, chief mechan- 
ical engineer for the Toledo firm of Bellman, 
Gillett and Richards, who are architects and en- 
gineers for the plazas. 


How Ben Franklin Turned on the 
Heat; Fathered Present Systems 


MorE THAN TWO CENTURIES AGO, Benjamin 
Franklin expressed his annoyance with the fire- 
places of colonial America. “They almost always 
smoke,” he wrote, “if the door (of the house) be 
not left open.” If the door was left open, “the cold 
air so nips the backs and heels of those that sit 
before the fire, that they have no comfort.” Even 
without the vexation caused by the smoke, he 
added, “A man is scorched before, while he is 
froze behind.” 

Franklin was not the kind to complain without 
taking action. Determined to put an end to chill- 
ing drafts and “filthy vapors,” he designed the 
stove that still bears his rame, and developed the 
principles that were to revolutionize home heating 
throughout the world. Of course, Franklin knew 
nothing of petroleum. Not until after World War 
I was central automatic heating to become a 
reality. 

This is all the more amazing when one realizes 
that the principle of central heating is nearly 
2000 years old. The well-to-do of ancient Rome 
heated their homes by the hypocaust system. In 
English “hypocaust” means “basement fire room,” 
and it was here that the Romans built their fur- 
nace of stone or brick. Above the furnace was 
the main floor, a tile pavement supported on piles 
placed about two feet apart. When the owner of 
the house decided he was chilly, he tapped the 
wall with a mallet, the signal for a waiting slave 
to build a fire of wood or charcoal. The heat from 
the fire passed between the piles, warming the 
floor, then rose through flues in the walls and 
finally escaped into the atmosphere. If the tiles 
were well laid there was a minimum of smoke, 
and the heat radiating from the floor and walls 
provided a relatively uniform temperature. 

This was a brilliant feat of engineering, but it 
was not to last. When the barbarians from the 

(Please turn to top of page 241) 
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BATHE-RITE 
shower cabinets 
feature a choice 
of four mix’n 
match doors and 
receptor floors... 
eliminate that mass 
production look of 
ordinary cabinets. 


Jobs stay on schedule 
when you sell or specify 
BATHE-RITE shower cabi- 
nets. We ship over 95% of 
all orders within 24 hours. 

REVERSIBLE DOORS made 


for finished opening of 22, 24 
and 26 inches. 


FLOOR RECEPTORS come in 
porcelain enamel steel, grey 
cement, buff and black grani- 
tex, and rich looking black and 
white terrazzo. 


BATHE-RITE 


Shower Cabinet 
Division 






Quality Metal Products since 1893 





(ality BATHE-RITE shower cabinets 
offer . 
custom installation 


at 


mass production 
prices! 





ak 


MILWAUKEE STAMPING COMPANY 
. Milwaukee 14, Wisconsin 




















FOUNDRY CO0., Inc. 


P. O. BOX 231 e ANNISTON, ALABAMA 


2» (he LEEders for He ; t, 40: , 















TTING 
hir-Tested Under Water! 


LEE fittings are checked frequently. And when the Iast 
operation is completed, they are sent to our Special 
Inspection Department where each fitting is carefully in- 
spected and tested with 100 pounds of air pressure, under 
water. This severe test assures you of first class quality 
ALWAYS! They're positively LEEk-proof! 


Write for our large, illustrated catalog No. A-1-A-52 | 
today. Any questions about LEE Brass Products? 


<= \\ * iy 
EER ‘revelation 


close coupled washdown combination 


Finest pure white vit- 
reous china for life-long 
beauty and cleanliness. 


Oversize trapway. 


Peerless 4-bolt tank con- 
nection — simplest, 
strongest, most durable. 


Easy to install, nothing 
to get lost or misplaced. 


Quick, positive align- 
ment. 


Resilient gasket and 
washers for leakproof 
cushion fit. 


No. 5162—for 10” roughing in 
No. 5172—for 12” roughing in 
No. 5182—for 14” roughing in 


L E E B R OT H E R S SEND FOR THE PEERLESS CATALOG 








PEERLESS POTTERY, Inc., Evansville 12, Ind. 


Quality Vitreous Pottery Since 1902 
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depth-13 inches 











e Dinnerplate 


Step-UP 54” wide Knees 
. tor $39.95 retail 

Complete with ax Seiad NAPC Show — 
< bracket Booth 1108 


hanger 
e Full line of 





matching cabinets 
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Here's a 42” wide promotional 
package for you. It features a chip- 

proof finish, sparkling chrome 
handles, fully insulated construction 


and the exclusive Utilidors. You 
make a full morkup at $29.95 — 


send for a catalog today. 






THE TRICK 
IS IN 
THE DOOR 





PALACE METAL PRODUCTS, INC. - THE PALACE BUILDING 
519 WORTMAN AVENUE 


BROOKLYN 8, NEW YORK 














/ LAUNDRY TRAY PUMP \ 


The ORIGINAL 





Model P9A 


Direct Connected i 


It Must 


Be Good 
‘1 


as its features 
have been adapted, in 
principle, by other 
manufacturers. Fur- 
thermore, it was de- 
veloped by AARON, 
America’s foremost 
electrical designer. For emptying laundry trays and washing 
machines located below sewer level, or where no sewage exists. 
So, STANDARD ELECTRIC, with 12 years seniority in the field 
offers you this prestige building pump at a lower price. 
Only one moving part. 4 HP. latest General Electric motor. 
Heavy cord and molded plug included. Every unit tested under 
pressure. One year guarantee against defects in material or con- 
struction. Replacement parts always available. 1” suction, com- 
bination %”—1” discharge. 2000 gal. per hour capacity. 
For other applications, contact factory for correct pump capacity. 


Shipping weight 18 lbs. Net weight 17 Ibs. 
Length: 9%” Height: 6%” Width: 5%” 
LOW, LOW LIST PRICE $37.00 





Standard Electric Mfg. Co. New serser 


Dies COMPLETE CATALOG UPON REQUEST 
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LOVEKIN...easy to sell! 


Lovekin Water Heaters have 
all of the fine qualities of 
appearance, performance and 
durability that your customers 
look for. The Lovekin 
Water Heater Company has 
made only water heaters 

of superior design and 
craftsmanship for more 

than a century—are specialists 
in the field, capable of 
turning this experience into 
benefits to your customers 
—profits for you. All models 
available with diamond-hard 
Lusterglass or long-lasting 
heavy galvanized tanks. 


This is the water heater 
easiest for you to sell— 
best for you to profit. 


Ask your wholesaler 
or write 


LOVEKIN WATER HEATER CO. 
39 Laurel St., Phila. 23, Pa. 
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: (Continued from bottom of page 238) 
north overran Rome, living standards reverted 
to what they had been hundreds of years before. 
Central heating disappeared, and men once again 
built their fires on open hearths, or in bowls or 
pans carried from room to room. This miserable 
state of affairs continued without any improve- 
ment whatsoever for nearly a thousand years. 

In the 12th century, someone hit upon the idea 
of a chimney. One of the first was built in Kenil- 
worth Castle, later made famous by Sir Walter 
Scott. Several hundred more years were to pass 
before the common people grasped the principle 
well enough to adopt it in their own homes. Then, 
in the 15th century, Germany produced the first 
cast iron stove. 

Whether that first stove worked, no one knows. 
What mattered was that people were tired of 
shivering, and were doing something about it. 
The trouble was that no one knew how to make 
heat radiate throughout a room instead of going 
up with the smoke. No one could even be sure 








CUT COSTS ON UNDERGROUND 
PIPING INSTALLATIONS WITH 
GREENLEE PUSHER 





























Save hours of time, cut job costs with this 
| | ‘quick, easy way of installing underground pipe. 
Hy With a GREENLEE Hydraulic Pipe Pusher, one 
man pushes pipe under streets, walks, tracks, 
we lawns, floors, and other obstacles. No costly 
f tearing up of paving... climinates extensive 
a ditching, as just a short trench accommodates 
~ the Pusher. No tedious tunneling, backfilling, 
oe tamping, repaving. Compact, portable, power- 
on ful. Often pays for itself on first few jobs. 
sed ; Thousands in use for big savings of time and 
ras : labor. Two models: one for 34 to 4” pipe, one 
nd ‘auc ae wel: oar orar -heangen —* a ee for larger pipe, concrete sewer pipe, drainage 
re circa claimed “clinkerless grate” as chief appeal. ducts. Write for facts today. 
sts 
of that the smoke would go up. Flues and drafts 
to and currents were maddening mysteries. POWER PUMP " \ 
rs Two more centuries passed, and the tinkerers = nots of GREENLEE Bre 
‘Is were still tinkering. This time they came up with Meals sie tenes pecbing pte singe, 
‘ fast. Average pushing performance two 
rd an iron cookstove. London housewives did their eel: algae: ~ ga gpitintqueaschoned 
1 “ ” a pends available as cxtra equipment, 
& best to coax heat from the “dratted” things, got _asig pecnay wg Ape: nde 
Ss. 4 ‘ .. Or nc nov: abou 0 i iocation, 
clouds of smoke for their efforts, and in disgust 
er turned back to their open fireplaces. K—— 
it. s Meanwhile, over in the American colonies, GRE. LEE 
their transplanted sisters were having their own 
f troubles with “smoakye stoves.”’ Of course, every 
. substantial dwelling had its fireplace. This was 
: . : re Greenlee timesaving tools for plumbing and heating work: Hydraulic 
often a massive, cave-like structure built of brick, Stas Pahen * Otpinaite Pik Candee « Tebing Senden ° Pipe Oe 
. stone and hand-hewn timbers. With logs blazing Auger Bits + Spiral Screw Drivers * Chisels * And many more 
., 2366 Twellth Street, Rockford, Illinoi 
1. beneath great copper pots swung from heavy iron Se ee cn 
— (Please turn to top of page 242) 
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All Tank Supplies 


Furnished With 
S Lead Balcock Washer 
\PLUMBING @ HEATING SPECIAL TIES 


SWEAT-ON | 


Flexible SUPPLIES 
me 


SWEAT DIRECTLY ONTO 
COPPER TUBE ROUGH-IN 
No Nipples or Fittings Needed 
Available with Loose Key Stop—Also available as 
elbow sweat-on without valve. Packed ‘complete with 
deep flanges, ¥e’’ riser tubes length 12” to 36’. 


Arbest sweat-in flexible supplies are de- 








TANK SUPPLY 
LAVATORY SUPPLY 


signed to slip over and sweat directly on 
34” or 4%” copper tube rough eliminating 
the need for adapter fittings. 

Test Disc furnished for water pressure test. 
All Arbest sweat-in supplies are furnished 
with solid fibre test disc, which when 
tightened down on compression fitting in 
place of compression gland, permits water 
pressure test. 











Cut-away of 
compression 
nut shows 
disc inserted 
for test. 


G.& H.MFG.CO. 






3047-49 Amber St, Phila. 34, Pa. 





WRITE FOR FREE CATALOG 












Specify Copper tube forced 
hot water boilers 


...with exclusive gas modulation 
—sizes the boiler for the job! 





& Raypak boilers are specifically 

- packaged for Radiant Panel, 

Complies with Baseboard, Radiator, Convec- 

tor, Swimming Pool and Volume 

Hot Water Supply Systems and 

Approved #180 are ideal companions to 
byAGA. Air Conditioning Units. 








: 12 Models fit every need ! 


1. Original “Plug-in” Boiler 
2. 100% copper waterways extra long life 
3. Triple the BTU’s per pound of weight 
4. Remarkably compact and durable 
5. Laboratory tested at 2,000 psi- 


no failure 









Please send me 
additional information and 
name of local representative. 


I 
| 
COMPANY, INC. 
Engineers- Manufacturers 
2416 Chico Avenue | 
El Monte, California | Occupati 
| 
| 
| 
| 





Dept. D-6 


Name 








¢ 





ta 7 


Raypak's skilled and special- 
ized distributors and repre- 
sentatives are available any 
time for consultation on any 
wet heating problem. 


Address 
City State 
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cranes, the Colonial fireplace was handsome and 
cheerful. Still, it had all the bad habits of its 
European ancestors, and Yankee ingenuity went 
to work to produce something better. 

In 1652, the Massachusetts Bay Colony granted 
a patent to John Clarke for designing what was 
probably the first American stove. It was of real 
benefit, decreed the court, because of its “saueing 
(saving) of firewood & warming rooms with little 
costs & charges.” Clarke’s invention was followed 
by numerous others, but it was not until Franklin 
tackled the problem that the stove business really 
began to “warm up.” 

Until Franklin’s time, designers worked only 
on the principle of radiation. The trouble with 


























gctigiiiss | 
“Alright, then, you take a look!” 





' this system was that heat will radiate only so far. 
To overcome this, Franklin introduced the prin- 
ciple of circulation. Fresh air was drawn into the 
stove, heated in a separate chamber, then piped 
into the room. Meanwhile having heated the 
chamber, the gases and smoke from the fire es- 
caped through the chimney. In one stroke, he had 
given the human race warmth. 

Franklin did not patent his stove (he never 
patented any of his inventions, on the principle 
that “we should be glad of an opportunity to 
serve others’). However, other inventors pat- 
ented it under their own names, and it was not 
long before “Franklins” of every style and design 
were blazing throughout America and Europe. 

In the years that followed, everyone seemed 
to have a new idea for a stove. There were parlor 
cookstoves crowned with ornamental urns, “air- 


tight” stoves (“with no seams to smoke”), and 
(Please turn to top of page 245) 
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Reduce 
System 
Maintenance 


HEYDEN 


SHOCK ABSORBERS 



















Protect valves, joints and packing with a Heyden 
Liquid Shock Absorber. Only Heyden offers this 
big advantage! 

NO MOVING METAL PARTS. Can’t corrode— won't wear 
out. A permanent rubber cushion absorbs all excess 
pressure and hammer. Of lighter weight, Heyden 
shock absorbers can be easily installed in 

any position on all water, oil or gas 

systems. Five sizes available. TURBINES resi 


PumPs ACCESSORIES 


For full information, send for 
Bulletin 38, S. Morgan Smith 
Company, York, Pa. 






FREE DISCHARGE 
VALVES 





CONTROLLABLE 
a J PITCH 

SHIP PROPELLERS 
AFFILIATE: S$. MORGAN SMITH, CANADA, LTD., TORONTO 


Uindmaster The Modern Draft Control 
that’s “QUICKER ON THE DRAW" 


and 


“PACKS a STRONGER 
PUNCH!” 






Windmaster 


Draft Controls 


43 Vine St. 
Columbus 15, Ohio 
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Help yourself to FAST service 
from complete factory stocks 
of BRASS FITTINGS by 


AY IN 


Hose Connectors 





Flare Fittings 
Compression Pipe Fittings 


Bottled Gas 


WRITE FOR 
vew | Sai 


Trailer Fittings 


— 


Tank Valves & Shutofts 





CATALOG 














Automotive 
Drain & Shutoff Cocks Accessories 


Needle Valves Special Fittings 


SPAN BRASS 
MANUFACTURING CO., INC. 


OTSEGO, 
MICHIGAN 


“CUT COSTS ON ALL 
FASTENING JOBS 


port 


. -. insist on Original 
PHILLIPS 


Self Drilling EXPANSION SHELLS 


FOR CONCRETE, BRICK OR STONE 


SAVINGS — No drills to buy — Time saving, each anchor 
drills its own hole. SAFE Non-explosive — Highest hold- 
ing power, FAST — Impact power installed in seconds. 
EASY — No manual labor — No effort — clean. TESTED — 
50 million installed over 30 years, U. L. & FM approved. 
FIREPROOF — All-steel — No lead to melt or creep. 
VERSATILE — All sizes and types for 
every job, Not preset — install where 
and when needed. 






Send for FREE 
Bulletin No. 100 





PHILLIPS DRILL COMPANY §.- 
Dept. 3, Michigan City, Indiana 
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for singles or doubles, round or square 
in Kitchens, Bathrooms or 


anywhere... 


ARDEE trames 


STAINLESS STEEL 4 A | 


or ALUMINUM. > a 








New type corner clip holds the ARDEE | 
Frame to the bowl. Prevents the fixture 
from falling through the well opening. | 
Eliminates bracing, blocking, etc. 
Only ARDEE has all these features: 
¢ Permanent, watertight self-sealing joint 
e Invisible welds, flush on both sides 
¢ No rabbeting—no scribing required 
¢ Positive action, rugged, strip-proof 
lug and bolts 
ARDEE Frames fit all plumbing ware such as 
American Standard ¢ Briggs « Crane « Eljer * Kohler 
Richmond  Universal-Rundie and others 
SPECIAL SIZES AVAILABLE 
Write today for FREE catalog, prices, etc. 


~ WERNER__ 













*aARDEE Stasi 
Frames for single or double 
sinks, lavatories (cast iron, 


steel and vitreous china), Alumiladders, Chromtrim 
round or square corners, Aluminum Window & Screen Kits 
countertop and built-in R. D. Werner Co., Inc., - A-55 
appliance installations. 295 Fifth Avenue, New York 16, N.Y. 


IDEAL FOR 
Septic Tanks 


Loading Docks 
Tunnels 


Biggest capacity submersible utility pump ever 
offered by Kenco! All-bronze cases for switch, 
motor. Foolproof Kenco-GE Switchette Control. 
Easy to install. Adjustable for any turn on. Trouble- 
free. Motor runs in oil-filled case for perfect lubri- 
cation, insulation and heat dissipation. See your 
Kenco Dealer or Distributor, or write — 


gow OF, 
« %& 
Ss % 
KENCO PUMP DIVISION ; 


1305 Oberlin Avenve © Lorain, Ohio © Phone 56-826 *) 
ean 
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Specify and Install 


MID -STATES 


HARD RUBBER SEATS 








o® 


MODEL 901 FOR REGULAR BOWL 
¥ MODEL 913 FOR ELONGATED BOWL 


..- for LIFETIME Customer Satisfaction 
MID-STATES 900 SERIES (illustrated) 


@ Lustrous ebony finished hard rubber, nothing to 
crack, peel, split, stain or wear out. 


@ Satin-smooth contours and edges simplify clean- 
ing, assure sanitation. 

@ Fiat bottom seat, solid hard rubber throughout. 
All surfaces have high-gloss finish. 


@ Rubber covered no-check hinges with solid brass 
posts—all exposed surfaces matching hard rubber. 


@ Low cost, due to modern mass-production econo- 
mies. 


Companion to EVERNU—finest seat made 
Backed by research and knowhow of 25 years 


experience in toilet seat manufacture. 


Write for information on the complete Mid-States line 





MID-STATES RUBBER PRODUCTS, INC. 


22] EAST MAXWELL AVE., EVANSVILLE 7, IND. 

















Cast Iron Soil Pipe laid centuries ago and still 
in service —certainly means PERMANENCE. 
When you specify high quality APCO, you 
know it’s laid to stay! And the distinctive APCO 
hub is beaded for added strength. 

And remember, there’s an APCO Waste and 


Revent Fitting and Stringer Fitting for every 
code—every job! They’re made right—to fit 


g tight. They save space, save cutting of joists. 


Send today for your copies of the comprehensive APCO 
catalogs: “E’ (Soil Pipe, Fittings and Specials), and 
“SU” (Stringer Fittings). 





ALABAMA PIPE COMPANY i 


8 PLANTS TO PRODUCE 8 DISTRICT OFFICES TO DISTRIBUTE 


ANNISTON, ALA 
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(Continued from bottom of page 242) 

box stoves (usually built into the wall between 
the “settin’” room and kitchen so as to warm the 
guests and cook the dinner at the same time). 
Many stoves carried out artistic, religious or 
patriotic themes, with scenes from Greek mythol- 
ogy, the Bible, and American history expertly 
cast in iron. Wood, coal and even hay and corn 
cobs served as fuel, and in 1845 the Patent Office 
reported that it had issued 800 patents for stoves. 

Meanwhile, the coal-burning furnace had been 
introduced, and by the 1850’s had won wide 
popularity. This was a great advance—with a 
single fire every room in the house could be 
warmed, But the end was not yet. Soon new 
fuels began to warm American fingers and toes. 

For 20 years—almost from the time that Edwin 
L. Drake had brought in his pioneer oil well in 
1859—many people living in western Pennsyl- 
vania had heated their homes by burning natural 
gas in grates. It was a fine idea if you could pipe 

















“And if he won't get you an air conditioner, 
you can sleep in it.” 


the gas out of your own back yard, but as yet no 
way had been devised for transporting it across 
the country. The result was that unless you lived 
over a gas field, gas heat was only a dream and 
years were to pass before the long distance pipe- 
line was to make that dream come true. 

This situation was corrected when Henry L. 
Doherty, founder of Cities Service, challenged 
the views of many engineering experts who held 
that long-distance, high-pressure gas transmission 
lines could be built only of thick-walled steel, a 
condition which would make their construction 
economically impossible. Doherty held that such 
pipelines could be built of thin-walled high- 
tensile steel, of improved chemical and mechan- 
ical properties. In association with other com- 
panies, and under the direction of Cities Service 
experts, such a line was built from Amarillo, 

(Please turn to top of page 246) 
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SINGLE LEVER 
MIXING FAUCET 


SUPER FAST 


TEMPERATURE 
BLENDING 
° 


ADJUSTED AND 
ON AND OFF 


WITH A TOUCH 






Built to meet the needs of .. . 


PLUMBERS 
The plumber's friend uses old time 
cast brass construction, no soldered 
parts. No disassembly to mount. In- 
stalls faster than standard faucets. 
No troublesome call backs. 


WHOLESALERS 


immediate delivery — competitively 
priced—fast moving for quick 


profit. Rugged, compact package 
takes less storage space. 


BUILDERS 
A selling feature, Styled to comple- 
ment modern fixtures, 

HOME OWNERS 
Kitchen work is easier, Operates 


even when both hands are occu- 
pied. The latest word in faucets! 








Produced by experienced 
plumbing field men to 
eliminate faults and pre- 
sent the latest in faucet 
engineering. 


Units are 100% tested, 
as in service, before 
packaging at factory. 
Unconditional guarantee 
if installed as directed 
and not disassembled. 


See your nearest 
wholesaler or write 
The ALAMARK Co. for 
details. 


ALAMARK P O. BOX 216, SHARONVILLE, OHIO 











SPEED-€3-MATIC 


ELECTRIC and GAS WATER HEATERS 


A Line You Can Sell With 
Confidence, Pride And Profit! 
MEETS ALL HOT WATER DEMANDS 
Engineered For Performance and Economy 


There are big profits to be made with the SPEED-O- 


ATIC Line . . . because there’s a size for every pur- 
pose and every purse . 























5 = agt from the small six gallon 


2 fast recovery—to the large 

, F 82 gallon storage type 

ae heaters — that will give 

§ your customers many years 

of dependable and eco- 
nomical service. 





Bottle Gas 
| TANKS 
5 20 and 40 Ibs 











for a dependable source for high 
quality products, write 










GENERAL PROCESSING CORPORATION 





ney. Michigan 
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sen FRAMES 


and 


VAN AL 


STAINLESS STEEL 


INK BOWLS 


The famous VanSeal Sink and Range Frame is now 
paired to perfection with its “metal-color” matching 
product—VanSeal Stainless Steel Sink Bowls. 
Distinctive oval shape, thin divider wall, sound- 
deadening undercoating and beautiful “butler fin- 
ish.” Made of heavy gauge chrome stainless steel. 
Flowed to uniform thickness. Individually cartoned. 


Send for Catalog-Department DE 


VARY: INDUSTRIES, INC. | 


2108 Jackson Avenue - Evanston, Illinois 










| 





ESTABLISHED 
IN 1923 







RENOWNED 
FOR ITS FINE .... 


Floor and Ceiling 
Plates. . . add neater ap- 


pearance to all piping jobs. 
Easy to latch. Made from the 
best rolled, heavy gauged steel. 
One dozen to a carton. Clearly 
marked for size—*%., 1%, °4, 1, 
114, 1% and 2 inches. 





Folding Steel Stands for Laundry Trays! 





Sturdy and long lasting. 
A bargain for the budg- 
et buyer. Easily and 
quickly set up. Needs 
only 4 bolts to fasten in 





position. 


Write For Full Information Today 


STONITE 


PRODUCTS COMPANY 


141 E. HUNTING PARK AVE. 
PHILADELPHIA, PA., U.S.A. 
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Texas, to Chicago. Completed in 1931, this 24- 
inch giant, spanning almost 1,000 miles, showed 
the way for construction ef a network of natural 
gas and petroleum pipelines. 

Another new fuel—oil—held more immediate 
prospects. By 1880, a succession of American, 
English and Russian inventors had developed 
several practical oil burners, and by 1900 the 
kerosene cookstove and oil-fired “space heater” 
were seen everywhere. Within another 20 years, 
the struggle to transform mere shelter into the 
modern home had run full cycle. With the ar- 
rival of central automatic heating, the 20th cen- 
tury finally had caught up with—and improved 
upon—the hypocaust of ancient Rome. 

The old Franklin stove could not compete with 
these developments, but it deserves a permanent 
niche in the Hall of Progress. By inventing it, 
Ben really turned on the heat. 


Industry Leader Sees Good 


Year for Housing 
By Lincoln Pierce 
General Sales Manager, P-H Division 
American-Standard 

A GREAT DEAL is being written and said about 
residential construction in 1956, and the effect 
that any slackening of home building might have 
on the plumbing and heating industry. 

It is possible, of course, that the actual number 
of new homes to be built this year may be 10 to 15 
percent less than the number built in 1955. How- 
ever, we in the industry definitely do not believe 
that this would mean less plumbing and heating 
sales volume than recorded for 1955. 

In 1954, there was an average of one bath- 
room per new home built. In 1955, the average 
was one to one and one-half bathrooms per new 
home—meaning that a great number of homes had 


‘two full bathrooms. In 1956, leading builders and 


architects expect the average to increase to one 
and one-half to two baihrooms per new home. 
More new homes are expected to have two, and 
even three, full bathrooms and perhaps powder 
rooms or half-baths. 

Judging by the yearly increase in the number 
of average bathrooms per new home, the drop 
in home building would have to be drastic before 


Distributor Total Value 


Average No. Cost of of Bathroom 
No. New Bathrooms Bathroom Fixtures vd 
Homes Per New Fixtures per New Hom 
Year Built Home New Home (Distributor Cost) 
1954 1,220,000 1 $150.00 $183,000,000 
1955 1,329,000 1.25 175.00 232,575,000 
1956 1,175,000 1.75 240.00 282,000,000 
“ Change 
1956 over 1955 minus 11.6% plus 21.3% 


the sales volume of plumbing products could 
be cut back. Above is an example of what this 
(Please turn to top of page 249) 
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seen Frost-Proof | Superior Shower Stall Cabinets are star per 
years, j 2\ formers in sales for 1956! They have been 
ito the \ Cc L '@) 4 & T 4g completely restyled for streamlined dDeayty and 
, ss } incorporate. the most advanced engineering 
2 = _ F features which include SLIP-ON CONSTRUC 
he au 1 he Vogel NUMBER 15 
h cen- sites «| OVER TOP FLUSH Frost-Proof closet with TION — for bigger sales. QUICK AS A FLASH 
: = hi howl 2 INSTALLATION saves labor, time and cost 
proved vitreous china bowl il- 
\ lustrated here is a great NEW STONE AND TERRAZZO RECEPTORS are 
: " a . : ll . cast in a steel frame and vibrated for proven 
e with ey y vantnagiesocsisond installed in strength. Terrazzo. odd sizes available for 
t an outbuilding or on the Tile Bath Fleer 
eases desimimaniine \ ae rear porch of a residence. 
ing it, ‘anage The Number 15 is a neat ar ee eevamte in guivenized, bender 
: voce ized steel or aluminum with white baked-on 
NO. 15 durable outfit plus a real Se ae Malet Gives. 90X30". 32° X49 
< water saver. No mech- 36°X36" and 36° corner model 
Sr 8 tank to get out CHOICE OF RECEPTORS: cast stone, terrazzo 
of order porcelain, black baked-enamel steel 
Over 1,000,000 Vogel frost- WAREHOUSES: Philadelphia, 
proof closets and hydrants have Boston, Chicago, Los Angeles. 
= — Wot one has Write for Catalog D6. 
“a ee ee SUPERIOR SHOWER CO 
° 
effect WILMINGTON 99, DELAWARE P 
: 37-06 57th St., Woodside 77, N.Y. C. 
_have | 
imber 
ee , PLASTIC- 
How- im > Me Now ROD ELECTRICALLY with 


ant =m PIPE Floxi-POWERODER 


=a New, Fast, Easy Way 
— To Clean 12” and 2” 
gree WASTE LINES 
see @ One-man-operated by foot switch. 
oy @ Tilts back for working overhead. 





ome. 


ena Manufacturers Corp. 


© Two models—100’ of 1/2” snake or 
50’ of 3/8” snake. 


(MANCO) 


wder te See . 
.. offers to the plumbing industry a complete line Features 
of plastic pipe . . . fittings and allied products. Reversing switch 
- f : n k 
nber Both the ultimate in a fine product, plus—competi- He rand ety 
drop tive prices. ° Bronze self-aligning 
fore i . bearings 
Standardize On The Line You Can Merchandise . . . ' ; Sa 
ue Where You Can See the Difference. Interchangeable drums 
in © COPPERLINE eJETLINE © GALVALINE e MINELINE een nite ent tae, 
Cost) | installed later. 
0,000 SOLD THROUGH LEADING WHOLESALERS EVERYWHERE Write for name of near- 
5,000 est dealer. 
9,000 Write today for full catalog information Another Quality Product of 


sf ead ntlingciveaggy FLEXIBLE PLUMBER TOOLS, INC 
nuld MAN UFACTU RERS CORP., Box 434 3782 DURANGO AVENUE, LOS ANGELES 34, ciiveuan : 


is P S HICAGO 6, ILLINOIS 
this 104 Ausdale Avenue, Mansfield, Ohio | FRANK DONOVAN COMPANY, 9S. CLINTON ST., CHICAGO 
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Published in 
Two Editions 


QUICK AND the MASTER and 
EASY WAY! SUPPLEMENT Copy 


Here are two beautifully bound, loose-leaf price date books 
for the Plumbing and Heating Wholesaler. Fully illustrated. 
24 sections of vital information. The MASTER copy keeps 
you up-to-date on market changes, etc. Size 842” x 11” x 14”. 
The SUPPLEMENT COPY is designed for wholesalers or jobbers 
who find it necessary to have a tailored price set-up to meet 
their own individual needs. Adaptable as a price service book 
to the customer. Size: 8% x 11 x 1% or 2% inches. Published 
by the publishers of the Bradford Price Book. 


The Write for Full Information Today 


\.Mac EWAN MARKET sual 
QUINCY 69, MASSACHUSETTS 


"X LIQUID 


Turns Boiler Leaks 
Into Quick Dollars 


Since 1916 plumbers have relied on 
“X” Liquid as the safe, sure, fast 
and permanent way to turn boiler 
leaks into healthy profits from satis- 
fied customers. “X” is guaranteed 
to do your jobs or money back. Con- 
sult your wholesaler. He sells and 
recommends these “X” Products— 
“X” Liquid, “X” Flush, “X” Rust- 
off, “X” Pipecut Oil, “X” Pipejoin. 














“X%” LABORATORIES, INC., 25 West 45th Street, New York 36 












: < AUTOMATIC 
TUBE BLOWER 


MANUFACTURERS OF 


BOILER TUBE 
SCRAPERS 
& BRUSHES 


TUBE BLOWERS 
PACKING TOOLS 


Send for catalog 
and discount sheet 





A.W.CHESTERTON CO. 
EVERETT 49, MASS. 





COPPER 
TUBING 


A Quick 
Keen 
Cutting Tool 


Price $2.95 





| The No. 80A TUBE CUTTER will handle up to 1” 
O.D. Tubing. It is sturdy, light and compact. Is 
quickly and easily adjusted to cutting contact. Mini- 
mum time required for cutting tube. Replaceable 
cutting wheels. A very necessary implement for your 
kit. Order the No. 80A Today! 


ZOERMAN CLARK MFG. CO. 
JACKSON. .__ MICHIGAN 








SEE PAGES 
131, 155 & 156 
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(Continued from bottom of page 246) 
increase in bathrooms per new home means in 
dollars of bathroom product sales. 

Thus, if we had a decline of 11.6 percent in the 
number of new homes built this year, there still 
would be a good basis for expecting a more than 
20 percent increase in the dollar sales volume of 
bathtubs, lavatories, toilets and brass fittings. 

Added to this picture is the tremendous growth 
in volume of both plumbing and heating products 
going into the modernization market. The AC- 
TION program, Operation Home Improvement 
and the special activities of the National Assn. 
of Plumbing Contractors all join to stimulate the 
highly profitable modernization business. Also, 
such far-reaching promotions as the American- 
Standard television advertising program for 1956 
are expected to create even more business in the 
modernization field. 

Thus, the potential market for plumbing and 
heating products in 1956 is greater than ever 
before. Also, it is certain to be a more competi- 
tive market than it was in 1955. This year will be 
a test of selling ability, but the market for plumb- 
ing and heating products is there. 

I strongly recommend that every plumbing and 
heating contractor and wholesaler, as well as 
every salesman in the field, take advantage of this 
opportunity for record volume and profits that is 
ahead . . . if they are willing to work for it... . 
if they are willing to plan for it .. . if they are 
willing to sell. 


ASHAE Releases New Heating and 
Ventilating Guide 

THE 1956 Ep1TION of the Heating-Ventilating Air 
Conditioning Guide, published by the American 
Society of Heating and Air-Conditioning Engi- 
neers, is now available and contains the latest 
technical and equipment information of interest to 
contractors, engineers and the industry as a whole. 
As in previous years it has again been necessary 
to increase the number of text pages in the Guide. 
The technical data section of this 34th edition, for 
example, contains 1,176 pages. 


# In the 1956 edition chapters are substantially 
changed; some new, others being almost complete- 
ly rewritten. Particular attention has been given 
to the presentation of heat transmission coeffi- 
cients of building materials. An important result 
is that the design values for conductivity and con- 
ductance are included for many more materials 
than in any other previous Guide. More tables 
make it easy to compute the effect of adding air 
spaces or insulations to walls, ceilings or floors. 
Other material which has been rewritten is that 
concerned with automatic control and a descrip- 
tion of current control equipment using the latest 
(Please turn to top of page 250) 
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there's never a doubt 
when it's a 





DRAFT CONTROL 


FIELD CONTROL DIVISION 


of H. D. CONKEY & COMPANY, Mendota, Illinois 
Affiliates { Conco Building Products, Inc. @ Brick, Tile, Stone 
Conco Materials Handling Division © Cranes, Hoists 


See our complete new exhibit at the National Oi! Heat and Air Conditioning 
Exposition, New York Coliseum June 11-15. Space No. 246. 








HOT 
WATER 
SYSTEMS 
it’s 


A dependable filler and relief valve Sall 
for controlling pressures in hot water 


heating systems. All bronze con- BROTHERS CO. 

struction. Factory settings 12 Ibs. 2322 KISHWAUKEE 

delivery and 30 Ibs. relief. ROCKFORD 
ILLINOIS 















_ SIMPLIFLES RADIANT HEATING INSTALLATIONS! 


¢ Copper plated steel We Solicit 
¢ Drives easily and accurately ebber 
> wai not spl t oF damage jo to - Inquiries 
° not pinch or bend copper tubing IZE 
¢ Avoids expansion friction ACTUAL $ 


¢ Quick, easy and accurate to drive 
° Available in %” and %” tube sizes now 


For a complete Line ef Hangers fer Copper Tubing contact 
WESCO MANUFACTURING CO. 
P.O. BOX 175 WELLSVILLE, OHIO 


CONVERTERS 


4° to 20° Diameter Shell 
Fast Delivery! 

















Write for Catalog No. 1000 


C. R. BERNSTROM INC. 


183 HARTFORD AVE. PROVIDENCE 9, R. 1. 
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ooo" 
DRAINAGE UNITS 


The Planbers Choice 


A UNIT FOR EVERY PURPOSE IN 


Sala RapERg Is 7 


max 7 THE DRAINAGE FIELD 


\ 7 on00n SANITARY SYSTEMS CORP. 
Y 206 W. DIVISION ST. CHICAGO 10, ILL 














BATH TUB Corrugated Paper 
PROTECTORS Closet Flange Spacers 


Also: Onyx Stainless Gummed Kraft 


Protective Tub Paper 
12" & 18" Rolls 








“THROUGH JOBBERS” 
OR WRITE FOR INFORMATION .. . 


{ to ) e 


HENRY BATH TUB PROTECTOR CO. 
Orders to 72 First Ave. Pittsburgh 22, Penna. 
Inquiries to 721 N-E. 15th Ave. Ft. Lauderdale, Fla. 


HANDY-SPEEGY stioese 


HELPS CUT YOUR WAY TO PROFITS! 






















HANDLES: Cast aluminum. Twin BLADES: Three sizes—1i0, 12 
halves hold saw blades with bolt and 14”, Top quality, Stand 
and wing nuts. Fits all well known up well. Made of steel, .049 
blade brands. Unbreakable, light, inches thick. 9 teeth to the 
non-corrosive, and comfortably hand inch. Packed 12 to a box. 
fitting. Guaranteed. Dependable. 





FOR PLUMBERS 
ELECTRICIANS 


GEQ. F. LADD, Inc. 











& SERVICE MEN FRANKLIN SQUARE L.I.,N.Y. 








QUALITY » 


SHERWOOD 
ALL QUIET 


Ball Cock Operation «=» 
UNPARALLELED the SHERWOOD No. 86-A Anti- 


Syphon Ball Cock meets all consumer demands. Is Quiet. 
Does not wate water. Safeguards against the hazards of 
contamination. Is trigger-efficient, long lasting and de- 
pendable. 












Refills 6 gal. tank in less 


SHERWOOD BRASS WORKS | ‘2"2!? ™". 2 28 


ORDER SHERWOOD 
6331 E. JEFFERSON DETROIT 7 BALL COCKS FROM 








YOUR WHOLESALER! 





(Continued from bottom of page 249) 
and most current nomenclature. 

The technical data continues to be presented in 
53 chapters grouped under seven sections as fol- 
lows: I—Fundamentals, II—Human Reactions, 
Il1I—Heating and Cooling Loads, 1V—Combustion 
and Consumption of Fuels, V—Systems and 
Equipment, VI—Special Systems, and VII—In- 
struments and Codes. Retained also are the edge 
indexes for the technical and catalog data sections. 
As in earlier editions of the Guide, the 24 by 32 in. 
ASHAE Psychrometric Chart is included. 

The Guide is the result of the efforts and contri- 
butions of many engineers as well as data drawn 
from all available authoritative sources. Much of 
the information is the result of work conducted in 
the Society’s own research laboratory under the 
direction of the committee on research and with 
the assistance of numerous technical advisory 
committees. 

Further information may be obtained from the 
American Society of Heating and Air-Condition- 


ing Engineers, 62 Worth Street, New York City. 









































“All | said was I'd have to get a ‘snake’ to put 
down her drain.” 


United States to Study Physical 
Characteristics of Housing 

THE MOST COMPREHENSIVE STUDY ever under- 
taken of the physical characteristics of new hous- 
ing is now being conducted by the Bureau of 
Labor Statistics of the U. S. Department of 
Labor. The study, a sample survey, is sponsored 
by Producers’ Council, Inc., a group of building 


materials manufacturers and associations. 


The sample will cover from 40,000 to 45,000 
(Please turn to top of page 253) 
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BOCK WATER HEATER 
nted in 
as fol- 
actions, 
~~ | GLASS LINED 
Is and 
TI—In- 
1e edge @ Furnished with glass- 
2>ctions. = lined tanks in either 
. | fh: SR Se = standard or A.S.M.E. 
y 32 in. weight, 
@® Sectional combustion 
contri- chamber, Taken in and 
drawn out of inspection door. 
@ Use No. 2 oil, same as 
eae wagiise Legged, NO HOLES TO CLOG! 
bse lle a Wide public seceplance, 
a with oil water heaters. | WH Ce Yé e 
sory @ Also a complete line of | 
cee §JET- AERATOR 
m the ue ere - 
dition- and public buildings. 
‘ity WITH THE PATENTED* GEAR PLUG DESIGN, IS THE ONLY 
pie AERATOR THAT GAN BE CLEANED QUICKLY AND EASILY. 
BOC COMPLETELY PLATED FOR CORROSION RESISTANCE. 
: 1 
j h The ONLY AERATOR that withstands the TEST OF TIME: 
There is o JET-AERATOR for every faucet made 
— COR P. and every faucet application. Write for details. 
are * suames W. $. PAT. 2,707,826 
110 S. DICKINSON ST. 
MADISON 4, WIS. 
aT 
) 
WATER SOFTENERS AND FILTERS 
4763 N. 32nd St. 
a MILWAUKEE 9, WIS. 
: = MONARCH Pend a 
CONVERTIBLE EJECTOR WATER SYSTEM—SHALLOW or DEEP WELL 
| Lo UNEQUALED 
nder- = ALL THREADED STEEL BOLTS DEPENDABLE PERFORMANCE 
hous- comananes 
hous. = oe QUALITY ana APPEARANCE 
u oO _————— : @ 1/3 H.P.—12 GAL. TANK 
it of SSE Make Bolts Right on the Job @ COMPLETE WITH ACCESSORIES 
sored Just MEASURE, Cut AND INSTALL ! PRICED RIGHT ! 
Iding WRITE FOR LITERATURE AND PRICES 
MONARCH Model 5-30-12 ON THis AND OTHER MONARCH pProoucis 
5,000 FUsburgh NIPPLE WORKS, Inc. ff si “ight: Posi NEERING co. 
ater Softeners @ Pumps e Water Systems 
5 SPRING GARDEN AVE., PITTSBURGH 12; PA fetta LINDEN AVE . naveaal : OHIO 
1956 
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AEROFIN MAN 
About Practical 
Heat Exchange 





ZZ Oe ee 


AEROFIN CoRPORATION 


101 Greenway Ave., Syracuse 1, N. Y. 











ARMSTRONG BROS. 


Thread I” and 2” pipe with power! 
This light (26 lb.) compact Portable Power 
Pipe Threader, goes to the job—is operated 
with a  ” portable electric drill. 1 set of High 
Speed Steel Chasers do all sizes—just move 
indicator to 1”, 14°, 14" or 2" marking. 
Clamp on pipe and apply drill to drive square. 
The rest is automatic. Operating on anti- 
friction bearings with automatic lead, it’s a 
fast,easy way togetsmooth, accurate threads. 


; Write for Catalog. 


ARMSTRONG BROS. TOOL CO. 


“The Tool Holder People” 
5238 W. Armstreng Avenue Chicago 30, Illinois 


















COMING IN AUGUST—SEE INSERT AT PAGE 160 
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KEK-CLEANED BOILERS 
LAST LONGER 
GIVE EVEN HEAT 

WITH LESS FUEL 


STEAM ie AVOID 
FASTER AIR LOCK 
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PEAS ORC 


There is acompetent Aero- 


fin heat-transfer engineer : 
near you-—qualified by inten- . 
sive training and long experi- i 
ence to find the right answer ‘ 


to your own particular heat- 
exchange problem—and 
backed by the research and 
production facilities of the , 
pioneers in light-weight ex- é 
tended surface. 

Ask the Aerofin Man. 


Aerofin is sold only by manu- 
facturers of nationally adver- 
tised fan system apparatus. 
List on request. 
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cleaning up... 
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with the Right | 
BRUSHES and SCRAPERS = R 
Stock Up Now! = ‘ 
WORCESTER BRUSH AND tl 
SCRAPER CO. e 

p 
MASON-WORCESTER b 
BRUSH CO. ti 

28 AUSTIN ST. WORCESTER 1, MASS. e 
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(Continued from bottom of page 250) 
homes, which were started during the first quarter 
of 1956. The information will be obtained by the 
BLS’s field staff from personal interviews with 
home builders. The sampling will be carried on 
in both areas requiring building permits. 

The survey is costing $48,500. Of this amount, 
$43,500 was raised through the efforts of the Pro- 
ducers’ Council from 33 interested manufacturers 
and associations. While the BLS has conducted 
similar sample surveys for many years, none has 
ever been undertaken on such a large scale, and 
never has such complete information been sought 
on the type of homes being built and the materials 
and equipment being used. When this data is 




















“They say it’s instead of their coffee break.” 


compiled, it will benefit the home building and 
related industries in many ways. Latest trends in 
housing will be established, and manufacturers’ 
markets and production needs will be defined. 

Speaking on the value of the survey, Producers’ 
Council president, William Gillett, Fenestra In- 
corporated, said, “The rapid growth of the home 
building industry since the end of World War II 
has made such a survey of housing characteristics 
absolutely necessary. The results will alter the 
thinking of many manufacturers and builders. 
It is another important step towards keeping our 
people the best housed in the world.” 

The survey will provide information on the 
style and type of houses that builders are con- 
structing, the number of square feet of floor 
space, the number of bedrooms and bathrooms, 
the number with basements or utility rooms, how 
the ‘ouses are being heated, what types of kitch- 
en equipment and other equipment are being 
provided, construction cost and what type of 
building materials are being used in construc- 
tion. Results will be tabulated before the year’s 
end. END 





Makes Any Fire Door 


A “SAFETY VALVE"! 


INLAND Safety Door Closer 
For Gas and Oil Conversion 


BURNERS 


Used by Thousands of Utility Companies 
and Contractors for Years 
Replace the regular boiler or furnace door 
hinge pins with the Inland Door Closer, file 
down the door catch and you have an extra 
“Safety Valve’’ on the job. Gentle spring 
tension allows door to swing non slow 
or — ignition of burner and then close. 
Wedge holds door open when necessary. It's 
cm Je install with the NEW SPRING 


H 
MADE IN 3/16”—1/4”"—5/16”—3/8” 
DOOR PIN SIZES AND PRICED AT 
} $1.15—$1.20—$1.25—$1.30 
See your jobber or write us. Pat. 22,605,097 


INLAND MFG. CO. 1120 N. CICERO, CHICAGO 51, ILLINOIS 


‘Did You Say SPEED? Y 
be YOU'D SAID APOLLO 
| 








FLEXIBLE SUPPLIES 
It's All the Same to Me... when it 


comes to plumbing profits. For it's APOLLO'S 
speed-up contribution to plumbing installations 
that save both time and labor . . . that puts 




















money in the bank. So, do as I do... . specify 
APOLLO Supply Lines, Brass Fittings, Stops, 
Nipples and 


Escutcheons for their long- 
lasting, prestige building 
quality. Buy APOLLO! 


_ APOLLO TUS 


— ies vemate 2831 JESSAMINE STREET 
| ee x CINCINNATI yc Pam ©) 5110) 


Straight Female 








TESTING DEVICES 






“BEEKMAN” 








SMOKE For Buildings 6 to 10 
OR 4 to 6 Stories High 
PEPPERMINT - and 
TEST MACHINE SMorles High Municipal 
Available in 3 Sizes Applications 





MUTUAL MANUFACTURING CO., 45-16 162nd Street, Flushing 58, H. ¥. 








WAV ANG te) 
BETTER 


CONTROLS? 


SEE PAGES 
131, 155 & 156 
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ADVERTISEMENTS 








SITUATIONS OPEN 


REPRESENTATIVES WANTED. COM- 

plete line plumbing fixture manufac- 
turer needs several experienced men to 
contact wholesalers and for promotional 
work with architects, plumbers and 
builders. Excellent opportunity. Write 
complete details. Manufacturers’ agents 
need not apply. Oyr employees are 
aware of this advertisement. Address 
Key 875-E, “DOMESTIC ENGINEER- 
ING,” 1801 Prairie Ave., Chicago 16, 
Illinois. 





SALES MANAGER 


for company manufacturing line of gas 
heating equipment and evaporative 
coolers. Position requires both inside 
sales administration and outside contact 
with trade and own salesmen. Offers 
unlimited opportunity to men with 
imagination and enterprise. Experience 
in gas heating sales desirable but not 
necessary, if other expetience compen- 
sates. Midwest location. Salary open. 
All replies confidential, will be an- 
swered. Address Key 863-E, “DOMES- 
TIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Illinois. 


PLUMBING FIXTURE SALES MAN- 

ager with ability to serve as complete 
and overall sales manager for a full line 
fixture manufacturer. Address Key 846- 
E, “DOMESTIC ENGINEERING,” 1801 
Prairie Ave., Chicago 16, Illinois. 


SITUATIONS WANTED 








PRODUCTION AND: DEVELOPMENT 

engineer with experiénce in clothes 
dryers and other major appliances. 
Salary open. Willing to locate in East. 
All replies treated in strict confidence 
Address Key 854-E, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois. 


ARE YOU LOOKING FOR A MAN 

with 23 years of experience in the 
plumbing jobbing field? A man, aged 
42, who commands the respect of all 
who have done business with him for 
ability and integrity? I, a family man, 
would like to move southwest from the 
east, and as a former jobber have com- 
plete knowledge of buying, both house 
and outside selling, administrative 
problems, ete. If you can use a man 
who can take over for you—and comes 
very highly recommended, please write. 
Address Key 855-E, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois. 


BUSINESS OPPORTUNITIES 


PLUMBING AND HEATING SUPPLY 

house. Wholesale, retail, mail order, 
established 17 years. Gross over $250,000 
a year. Modern displays, new offices, 
ample warehouse. 100% location near 
western suburbs. Long lease, low 
rental, reasonable price and _ terms. 
Write to GAYNOR REALTY COMPANY, 
1504 South Pulaski, Chicago 23, Illinois. 


REPRESENTATIVES WANTED 


QUALITY LINE OF AUTOMATIC GAS 

water heaters competitively priced, 
several territories open. KOIL-LES 
HEATER COMPANY, Geneva, Illinois, 
established 1924. 
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RATES FOR CLASSIFIED ADVERTISEMENTS 

Light face advertisements, fifteen cents per word, including 
heading and address. For keyed address count seven words. 
Minimum advertisements, $3.00 per insertion. Rates for bold 
face advertisements, $6.00 per inch. Address all advertisements 
to Classified Advertising Department, DOMESTIC ENGINEER- 
ING, 1801 Prairie Ave., Chicago 16, Illinois. All Classified Adver- 
tisements are payable in advance! Closing Date: Fifteenth of 
month preceding publication date. 














REPRESENTATIVES WANTED 


REPRESENTATIVES WANTED 





WANTED—CAPABLE MANUFACTUR- 

ers’ representative to sell line of flexi- 
ble brass gas connectors, also alumi- 
num gas connectors. Territories open 
Indiana, Ohio, western Pennsylvania, 
Virginia, West Virginia, Kentucky, 
North Carolina, South Carolina, upper 
New York state. Reply in detail. Ad- 
dress Key 874-E, “DOMESTIC ENGI- 
NEERING.” 1801 Prairie Ave., Chicago 
16, Tllinois. 


REPRESENTATIVE 
WANTED 


Large eastern manufacturer requires 
several top-notch manufacturers’ repre- 
sentatives selling plumbing jobbers to 
handle a full line of convector radiators, 
baseboard radiators and institute finned 
tube, steel boilers from package units 


through Scotch Marine. , 


Excellent backing with national ad cam- 
paign. Attractive commission arrange- 
ments. Please submit full resume in- 
cluding lines and territory covered. Re- 
ply in confidence to: Address Key 873- 
E, ‘‘DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 


REPRESENTATIVE WANTED: MANU- 
facturer of gas and electric automa- 
tic storage type water heaters has sev- 
eral territories open for aggressive 
sales representatives. Please contact. 
Address Key 786-E, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chica- 
go 16, Illinois. 
MANUFACTURERS’ REPRESENTA- 
tives known to the best trade desired 
for quality plumbing and mill supply 
and industrial specialties now being 
sold to quality trade. Repeat itemis, ex- 
cellent commissions, exclusive territo- 
ries open. Write full details in confi- 
dence. Box DE 1299, 221 West 41st 
Street, New York City. 


PLUMBING SPECIALTY 
SALESMEN 


Profit sharing plan—If you are now 
selling plumbing specialties to plumbing 
contractors we have a new profit shar- 
ing sales plan. Full time or side line. 
All territories open. Our company es- 
tablished thirty-five years. Give full 
resume first letter. ECONOMY SUP- 
PLY COMPANY, Box 229, Yonkers, 
New York. 
REPRESENTATIVES WANTED CALL- 
ing on plumbing jobbers. We manu- 
facture a new flush valve plumbing spe- 
cialty made of monel metal. A quality 
item competitively priced. Various ter- 
ritories open on commission basis. State 
lines now carried. Men able to introduce 
new lines desired. Address Key 774-E, 
“DOMESTIC ENGINEERING ,’’ 1801 
Prairie Ave., Chicago 16, Illinois. 
REPRESENTATIVES WANTED TO 
_call on plumbing contractors. Full 
time or side line—complete line of fit- 
tings, brass goods, tubular goods, spe- 
cialties and rubber goods. Protected 
territories open in Ohio, Kentucky, 
West Virginia, Indiana, Virginia, Ten- 
nessee and western New York. Attrac- 
tive commission, bonus arrangement 
and profit sharing plan. Address Key 
868-E, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 
Manufacturers’ representatives to sell 
on commission basis our good competi- 
tive line of plumbers’ brass goods, oil 
burner valve and specialties in the 
following territories: 


Eastern Upper New 
Pennsylvania York State 
Southern Florida 
New Jersey Georgia 
Maryland Connecticut 
Virginia Northern New Jersey 


West Virginia 
Address Key 639-E, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 
cago 16, Illinois. 
EXCLUSIVE PROTECTED TERRITOR- 

ies open for nationally distributed 
unique washer replacement plumbing 
specialty item packaged for sale to 
plumbing supply houses, hardware dis- 
tributors and retailers. Unique demon- 
stration sells 8 out of 10 on first call. 
Address Key 598-E, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois 





FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 256 AND 258 
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Why thereis Money in 
DUNKIRK BLUE CIRCLE 


BOILERS AND RADIATION 


The Dunkirk story is built on 
a quality story. All Dunkirk Boilers 
are made of cast iron, the lifetime 
metal. 
All Dunkirk Boilers have WET BASE 
construction for maximum heat trans- 
fer efficiency as recognized by the in- 
dustry. 
The compact size of Dunkirk Boilers 
speaks for their efficiency! Their amaz- 
ing performance in hundreds of thou- 
sands of installations is making warm 


friends everywhere! 


They are designed for use with oil, gas 


or coal fired automatic steam and hot 
water systems. 

Dunkirk offers complete lines of slen- 
der cast iron column radiators, cast 
iron baseboard radiation and finned 
tube, non-ferrous baseboard radiation 
for modern heating comfort and fuel 
economy. 

Dunkirk makes every home owner 
your customer, whether building a 
new home or remodeling! 

Dunkirk Boilers and Radiators are 
built and priced right,—write for latest 


catalogs right now. 


Dunkirk Blue Circle — 
your single source of supply with single responsibility. 
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SLENDER COLUMN \ 
ACCESSORIES 


RADIATOR CORPORATION - DUNKIRK, N.Y. 


Member of the Institute of Boiler and Radiator Manufacturers 
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REPRESENTATIVES WANTED 





LINES WANTED 





LINES WANTED 





REPRESENTATIVES WANTED— 
Good live wire representatives wanted 
to sell quality baseboard line, competi- 
tively priced. Well establis shed manu- 
facturer revamping s: ales organization. 
Most areas open. Rare opportunity. Ad- 
dress Key 870-E, “DOMESTIC ENGI- 
NERING,” 1801 Prairie Ave., Chicago 
16, Tllinois 
REPRESENTATIVES WANTED CALL- 
ing on plumbing, electrical jobbers 
Choice territories available. Manufac- 
ture nationally distributed line electric 
water coolers including latest hot and 
cold models with all year demand. Ad- 
dress Key 867-E, “DOMESTIC ENGI- 
NEERING,” 1801 Prairie Ave., Chicago 
16, Illinois 


REPRESENTATIVES WANTED 


Specialty item requires no engineering 
or service. Consumed item, steady re- 
peat. Market—plumbing & heating 
wholesalers, warm air wholesalers, and 
mill supply houses. Backed by trade 
shows, direct mail and trade paper ad- 
vertising. Several good territories still 
open. Address Key 871-E, “DOMESTIC 
ENGINEERING,” 1801 Prairie Ave., 
Chicago 16, Illinois. 
ESTABLISHED MANUFACTURER OF 
complete line of plumbers cast and 
tubular brass products. desires repre- 
sentation through manufacturers’ repre- 
sentatives selling through plumbing 
outlets using brass products. Territory 
western Pennsylvania, upstate New 
York, New England, Virginia, Maryland, 
Texas, New Mexico, Michigan. Please 
state all details and references. Replies 
confidential. Adress Key 869-E, “DO- 
MESTIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Tllinois 
WANTED ALL TERRITORIES 
manufacturer’s agents to cover 
wholesale jobbers and reliable dealers 


with a competitively priced baseboard 
and boiler burner unit line. Also heat- 
ing specialties. Give full details and 
qualifications in your letter. Address 
Key 856-E, “DOMESTIC ENGINEER- 


ING,” 1801 Prairie Ave., 
linois 
TERRITORIES OPEN: AGGRESSIVE 
representatives wanted for the estab- 
lished Mel-O-Flo Jet-Aerator line in 
Michigan, Ohio, Missouri, Kansas. (See 
ad page 251) NAPC Exposition, booth 
#924 or write: MELARD MANUFAC- 
TURING CORPORATION, 432 Austin 
Place, New York 55, New York. 


LINES WANTED 


FRANK MORRIS & CO. 


424 S. Cheyenne St., 
Tulsa, Oklahoma 


Chicago 16, Il- 








Kansas, Oklahoma, western Missouri 
and Arkansas 


AGENT WHO DID 
TOO GOOD A JOB 


and had salaried men move in on him 
requires replacement lines. Alabama, 
Mississippi, Tennessee are part thereof. 
Prefer staple lines sold to jobbers. 
Seven years established. Excellent fol- 
lowing. WILLIAM BLACKWELL, 


2830 South 19th Street, Birmingham, 
Alabama. 
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ATTENTION: NATURAL GAS 
EQUIPMENT 
MANUFACTURERS 


We expect natural gas in British Col- 
umbia in September. What have you to 
offer as an agent or direct purchaser on 
a distributor basis? 


ATLAS IMPORT PRODUCTS LTD., 
P. O. Box 191, 523 W. 8th Avenue, 
Vancouver 9, B. C., Canada 


REPRESENTATIVE COVERING ILLI- 

nois, Wisconsin, and Northern Indiana 
interested in one volume line. Address 
Key 858-E, “DOMESTIC ENGINEER 
ING,” 1801 Prairie Ave., Chicago 16, 
Illinois, 


THE SCHUTZE SALES CO. 


1999 North Snelling Ave., 
St. Paul 13, Minn. 


Manufacturers Agency Selling 
Important Mid-Northwestern Jobbers 


NEED ONE 
ADDITIONAL 


volume line of specification nature for 
west Missouri, Kansas, Oklahoma ter- 
ritory. Plumbing only. Address Key 
832-E, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 
WE ARE INTERESTED | IN Cc SONTACT- 
ing three or four major manufactur- 
ers of fast moving lines to be sold to 
hardware, plumbing and mine and mill 
supply houses in West Virginia and ad- 
jacent territories. Excellent contacts 
and years of experience. Address Key 
844-E, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois 


ADDITIONAL LINE WANTED 


Experienced, aggressive manufacturers’ 
agency organization for Ohio desires a 
rated, major line to sell to plumbing 
and heating wholesalers. Address Key 
849-E, “DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Illinois. 
MANUFACTURERS’ REPRESENTA- 
tive—rated Dun Bradstreet, Thor- 
oughly experienced selling jobbers New 
York—New Jersey. Want one additional 
line. Straight commission. Address Key 
818-E, ‘‘DOMESTIC ENGINEERING,” 
1801 Prairie Ave., Chicago 16, Iilinois 








TOP REPRESENTATIVES 
Covering Illinoi i in and lowa 
need one or two high volume plumbing 
or heating lines. Address Key 765-E, 
“DOMESTIC ENGINEERING,” 1801 
Prairie Ave.;' Chicago 16, Illinois. 








L. C. FOOTE 


221 Hurlburt Rd., 
Syracuse 3, N. Y. 


Wholesale Trade Only 
New York State 


NEW 
WAREHOUSING SERVICE 


Stock your products in Newark, New 
Jersey at low cost. We act as warehouse 
agents only in conjunction with your 
regular representation. Only non-com- 
peting lines accepted. Write for further 
details. All correspondence in strict con- 
fidence. Address Key 792-E, “DOMES- 
TIC ENGINEERING,” 110 East 42nd 
Street, New York, New York. 


EXPERIENCED 


established manufacturer’s representa- 
tives calling on plumbing and heating 
wholesaler with quality products in east- 
ern Pennsylvania, southern New Jersey, 
Delaware and eastern shore of Mary- 
land would like additional lines from 
reliable firms. Address Key 787-E, 


“DOMESTIC ENGINEERING,” 1801 
Prairie Ave., Chicago 16, Illinois. 
COVERING THE PLUMBING, INDUS- 


trial and hardware jobbers in Kansas, 
Nebraska and western Missouri. NOR- 
MAN WILSON COMPANY, 2560 Holmes, 
Kansas C ity, Missourt. 


Let us help you solve your costly freight 
problem with our warehouse. 


ADDITIONAL LINES WANTED 


Long established sales organization with 
large insured warehouse facilities, sell- 
ing to plumbing and heating wholesalers 
throughout the entire New York Metro- 
politan area. Our service covers the 
architects, engineers and contractors. 
Address Key 859-E, “DOMESTIC EN- 
GINEERING,” 1801 Prairie Ave., Chi- 
cago 16, Illinois. 
W. A. CARLEY AGENCY MANUFAC- 
turers’ representative, P.O. Box 10043, 
Dallas, Texas. Serving Texas, Okla- 
homa, Louisiana, and Arkansas. Ware- 
housing facilities available. 


ENTIRE STATE OF OHIO 
M. M. MATHES & SON 
3494 Lee Road 


Shaker Heights 20, Ohio 
Serving the plumbing wholesaler 

















FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 254 AND 258 
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WHEATLAND Precision Couplings are made 
by men who understand piping problems. 





WHEATLAND Precision Couplings are pressure 
tested—assuring you dependability. 


WHEATLAND Precision Couplings are Hot Dip 
Galvanized for long, lasting wear. 


we 


if you buy couplings — READ THIS CAREFULLY! 





WHEATLAND Precision Couplings are 
chamfered for quick handling. 


WHEATLAND Precision Couplings are 
threaded deeply and evenly for secure gripping. 


WHEATLAND Precision Couplings are 
finished and inspected for clean finish 





—inside and outside—to give your job that 
“locked-up look.” 


Couplings are a small, but important part 
of your operation. 


WHEATLAND Precision Couplings give you 
the strongest link possible. 





IWHEATLAND 


| STEEL PRODUCTS Co. 
| | BANKERS SECURITIES BUILDING 


PHILADELPHIA 7, PENNSYLVANIA 


| | MILLS: WHEATLAND, PA. + DELAIR, N. J. 





















ADVERTISEMENTS 








LINES WANTED 


LINES WANTED 


FOR SALE 





"TOPS" IN REPRESENTATION 


Seeking “top” complete lines to sell 
wholesalers in Maryland, District of 
Columbia and Virginia. Two men—im- 
mediate action. Address Key 861-E, 
“DOMESTIC ENGINEERING,” 1801 
Prairie Ave., Chicago 16, Illinois. 


HEATWAY SALES COMPANY 


1610 Industrial Road 
Salt Lake City 4, Utah 


Serving important rocky mountain job- 
bers west of continental divide. 


ATTENTION—-PLUMBING MANUFAC- 

turers! Do you want aggressive, in- 
telligent representation by a new en- 
thusiastic manufacturers’ agent who 
has had 25 years of practical and busi- 
ness experience in the plumbing and 
heating industry? Will give complete 
30 day personal contact coverage in ter- 
ritory, west Tennessee, east Arkansas 
and Mississippi, calling on plumbing 
and heating jobbers. Want pipe fittings, 
sink, water closets, soil pipe. R. L. Rob- 
inson, c/o SOUTHERN PLUMBING & 
HEATING SALES COMPANY, 624 Sem- 


mes, Memphis, Tennessee 


MANUFACTURERS’ AGENT 


of 26 years operation desires a line of 
fixtures, water heaters, copper or mal- 
leable fittings territory for Georgia, Ala- 
bama, Tennessee and Florida. Address 
Key 865-E, “DOMESTIC ENGINEER- 
ING,” 1801 Prairie Ave., Chicago 16, II- 


linois. 
TOM E. SENTAK 
208 Frazier Drive 


New Castle, Pennsylvania 


Serving plumbing and heating whole- 
saler in western Pennsylvania, north- 
eastern Ohio, and Buffalo, New York 
area. 
EXPERIENCED COVERAGE CENTRAL 
and Southern New Jersey—desire ad- 
ditional lines having appeal to heating 
dealer trade. Address Key 857-E, “DO- 
MESTIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Illinois. 


NEW YORK STATE 


Plumbers brass. Sanitary. Sweat fit- 
tings. Specialties. Established whole- 
saler following. Address Key 864-E, 
“DOMESTIC ENGINEERING,” 1801 
Prairie Ave., Chicago 16, Illinois. 


EXPERIENCED 


aggressive manufacturers representative 
calling on plumbing wholesalers and D. 
T.U. wants lines. Concentrating on 200 
mile area around Chicago including Mil- 
waukee, Gary and Metropolitan Chi- 
cago. Makes personal calls not phone 
calls. Address Key 829-E, “DOMESTIC 
ENGINEERING,” 1801 Prairie Ave., 
Chicago 16, Illinois. 
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SEEKING LINES FOR FLORIDA AND 
adjoining states. Opening new terri- 
tory. Can furnish top references as to 
qualifications. Address Key 872-E, “DO- 
MESTIC ENGINEERING,” 1801 Prairie 
Ave., Chicago 16, Illinois. 
WANTED: 
Additional line by manufacturer’s repre- 
sentative for Delaware Valley area, 
eastern Pennsylvania, Delaware, Mary- 
land and southern New Jersey. Ware- 
house facilities available. Strong fol- 
lowing with plumbing and _ heating 
wholesalers. Address Key 860-E, “DO- 
MESTIC ENGINEERING,” 1801 
Prairie Ave., Chicago 16, Illinois. 
ST. LOUIS, KANSAS CITY AND ADJA- 
cent territory covered for 15 years 
Sell wholesalers. Good following. P. O 


Box 129, Clayton Station, St. Louis 
Missouri. 


“LIBERTY SALES ASSOCIATES 


Louis Bergman 
21 West 15th Street 
New York 11, N. Y. 
Aggressive sales organization covering 
the plumbing and heating wholesalers in 
New England and Middle Atlantic 
States. Warehouse facilities available. 


CONTACT 
LONDON WHOLESALE 
PLUMBING SUPPLIES 


1052 Brydges St., London 


Serving Fast Growing Western Ontario 
A Good Outlet for Your Products 


FOR SALE 


FOR SALE—AN OPPORTUNITY. EX- 
cellent opportunity for manufacturer 
to take advantage of great potential of 
new plumbing fixture item. All tools, 
equipment and inventory to be sold. 
Item already established and accepted 
by wholesalers. Address Key 862-E, 
“DOMESTIC ENGINEERING,’’ 1801 
Prairie Ave., Chicago 16, Illinois. 








PLUMBING-HEATING. ESTABLISHED 

fifty years, grossing $85,000.00 an- 
nually. Located in one of the best towns 
in entire state of fabulous Colorado. 
Wonderful fishing, hunting and plenty 
of big game. Definitely priced to sell; 
information and free pictures mailed, 
no obligation whatsoever on your part 
C-5752 Continental, 804 Grand, Kansas 
City, Missouri. 


PLUMBING-HEATING BUSINESS, ES- 

tablished twenty years, grossing 
about $150,000.00 annually. Located in 
fabulous Colorado Springs, scene of new 
air academy and another $606,000,000.00 
development; city expected to double 
population next five years. Wonderful 
fishing, hunting and big game. Definite- 
ly priced to sell, information and free 
pictures mailed, no obligation whatso- 
ever on your part. C-6012 Continental, 
804 Grand, Kansas City, Missouri. 





FOR ADDITIONAL CLASSIFIED 
ADVERTISEMENTS 
SEE PAGES 254 AND 256 








FOR SALE IN MIAMI, FLORIDA. 

Well established plumbing business 
working at present, ten men. Doing one 
hundred fifty thousand dollars yearly, 
can do more. Will act as master plumb- 
er for one year; twenty-five thousand 
to handle. Address Key 834-E, ““DOMES- 
TIC ENGINEERING.” 1801 Prairie Ave., 
Chicago 16, Illinois. 

SEVERAL NEW L3 AND L6 WELL- 
known low pressure oil burners 
priced at $150.00 and $210.00 each. ROSS 
ENGINEERING COMPANY, 219 North 

Main St., West Bend, Wisconsin. 


MISCELLANEOUS 








ONE MAN Delivers & Installs 
A 350 Ib. Appliance R 
ALONE! 


vey K $e 
Upstairs— 

faa YOU DONT DRAG IT! 
See 1956 Domestic Engineering 
Catalog Directory—Pages F-25 to F-28! 


WAREHOUSE AND SHOWROOM (8506 
sq ft) in favorable traffic location 
available—owner now operating plumb- 
ing and heating supply business—will- 
ing to abandon business and place his 
services and warehouse at disposition of 
reputable manufacturer-owner college 
man and financially responsible-Phila- 
delphia area. Address Key 866-E, “DO- 
MESTIC ENGINEERING,” 1801 Prairie 

Ave., Chicago 16, Illinois. 


UNUSUAL RARE 
OPPORTUNITY 


warehousing and office space 35,000 sq. 
ft. Stock your merchandise in Central 
City Philadelphia. Servicing entire 
Delaware Valley area, — Trenton, — 
South — accessible to Pennsylvania and 
New Jersey Turnpikes. We act only in 
conjunction with your present factory 
representative, who will share costs on 
a percentage of increased volume busi- 
ness, or at a very low monthly charge. 
Excellent for (soil pipe and fittings,— 
heating equipment and specialties—cop- 
per tubing and fittings packaged brass 
goods )—bonded warehousing if desired. 
All correspondence in strict confidence. 
Address Key 876-E, “DOMESTIC EN- 
GINEERING.” 110 East 42nd St., New 
York, New York. 


BOOKS 








“LABOR AND MATERIAL.” ESTI- 

mates for plumbing and heating. 
Adaptable for making estimates for 
any type of residence or multiple-story 
building, Stop losing jobs and money 
because of bids that are either too high 
or too lew. This book gives you all the 
facts you need to make the right bid. 
Helps you avoid the pitfalls of hidden 
labor and material costs that frequent- 
ly mean the difference between profit 
and loss. Diagrammatic drawings clari- 
fy the installations discussed. Charts 
show labor, time and materials re- 
quired. Use it to determine overall costs 
and to verify detailed estimates. 125 
pages size 5%” x 8%”. Price postpaid 
$2.50. Book Department, DOMESTIC 
ENGINEERING, 1801 Prairie Avenue, 
Chicago 16, Illinois. 
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WESTIE THE WALRUS SAYS, 


Dependable, trouble-free service! 


-».:One of G reasons why it’s 
easier to sell Westinghouse 
Water Coolers! 


Leak-proof Solenoid Water Valve in sealed water circuit seals 
water in, trouble out! Yes, when you're selling Westinghouse 

Water Coolers you're selling less wear and tear . . . less repair 
costs ... and more years of service-free use! 


And that’s not all you offer with Westinghouse! There's 
finger-tip and toe-tip electric controls at no extra cost .. . 
patented Pre-Cooler and Super Sub-Cooler that mean more 
cold water for less money. . . . Automatic Stream Height 
Regulator for better control, easier adjustment ... PLUS 

E-Z Clean Strainer that prevents water stoppage due to pipe 
scaling. 13 different coolers to choose from. . . and the known 
dependability and quality of the great name, Westinghouse. 


Take the easy way to making more sales and profits . . . call 
your Westinghouse Distributor today. 


FREE BOOKLET! “How to judge a Water 
Cooler” is loaded with helpful facts that make selling easier 

. » make you an expert on water coolers. Ask your Dis- 
tributor for a free copy or write direct to Westinghouse 
Electric Corp., Electric Appliance Division, Springfield 2, 
Massachusetts. 





WATCH WESTINGHOUSE! 


WHERE BIG THINGS ARE HAPPENING FOR YOU 
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DRILLING RMC Gauges are featured in famous ra RMC’s thermometer line above has 


AND Murphy Automatic Safety Switch found literally hundreds of uses in this 
PUMPING Systems on unattended engines at REFINING important part of the industry. 
drilling locations and pumping sites. ganp They give spot readings on: vapor and 


PETRO CHEMISTRY steam lines, pilot plant lines, 
water cooling and water condenser 


lines, fractionating tower lines, 
to name only a few. 



























FUEL OIL DISTRIBUTION 








nwo ar - renee ml . AND 

eveisin Du onl storage an 4 a LANKS. 

PIPELINES Rochester gauges are used to give ee ee ee ee 

AND important incoming and outgoing 

TERMINALS fluid temperature readings at pumping Rochester has for years set and 

stations. They protect pumping maintained the standard for fuel oil 
equipment by helping to watch cooling tank gauges. Men.in the industry rely 
systems and bearing temperatures. on Rochester to deliver the best 


value in accuracy, trouble-free 
performance, and long, lower cost 
gauge life. Their home owner customers 
are equally pleased. They always 


“You Can Rely On Rochester’’ know where they stand on fuel. 
















LIQUID LEVEL, TEMPERATURE and PRESSURE INSTRUMENTS 


ROCHESTER MANUFACTURING CO., INC. 
19 ROCKWOOD STREET « ROCHESTER 10, N.Y. 
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* See Our Catalog in DOMESTIC ENGINEERING CATALOG DIRECTORY 
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Embassy Steel Products, Inc................ hac atee 
ae ee 
Federal Boiler Co., Inc. ..... A eR 151 
Fiat Metal Mfg. SIRS eee ‘ene 
*Field Control Div., H. D. Conkey & Compa any . ....249 
*Flexible Plumbertools, Inc............... SR Ee 247 
*Fluxolder Products Co................... .213 
Food Machinery & Chemical Corp., Peerless. Pump 
Lo IRS Se Cree SRT PEE EY Cree sss:cuere ae 
MNES NOR NS viae Saaiaies divs so oc caceisdas + <5) 
Frigidaire Div., General Motors Corp......... ea 
OR AEE MEIGS CliiderireG i savecerereoiva err 
WMiseneral Pers, WHE... . 2. bc cece ccscceees eee 210 
po TER blir. ot 20 i a re ere: 222 
General Motors Corp., Chevrolet Div. .............. 65 
General Motors Corp., Delco Products Div........... 37 
General Motors Corp., Frigidaire Div................ 59 
General Processing Corp................. gions orca baat 245 
Gerber Plumbing Fixtures Corp............... 39 & 40 
Gordon Sanitary Systems Corp..................0005 250 
Goulds Pumps, Inc............... een eee eeeahee 
WUSEOOMHIOE TOO COs ik ccc ccces ees .241 
poaCigi Lee 0, 7 Inside Front Cover 
*Grote Mfg. Co., Inc.......... 5 Emeka ieeeoRare aie 
*Hammond Brass Works..................00:- Saeco 
Harcraft Brass Div. of Harvey Machine Ca. Inc.. <calee 
neueney etn Tun Protector Co... ....... 66 cvisaecececads 250 
wriercules Chemical Co., Ine..........ccccccccccenevc 224 
*Hoffman Specialty Mfg. Corp., Blake Div............ 217 
WEPTLE NON DONTE, GOu NTO y o'5: 6:0. 0:0: 504inrecks Obeea eRe heS 182 
PI ON soc tctcsscceeeness istgunlaese aay .. .200 
Indiana Brass Co., ae ee Pe ere 
Ingersoll Products Div., Borg-Warner Corp........... 22 
RO NE I ence cacy se cn ated Gsurewee rhe. «via ole 
International Harvester Co. (Farm Equipment) ......132 
International Harvester Co. (Trucks)....... ‘ices 
II on ns cde ence steamed ‘ee 
Weonns-Manvine COrP.. .... ccc ccc cc scecs ..159 
Jones & Laughlin Steel Corp............. ee 
DORAN IO oy hos. 5 5 kere setonsiveereea .. 66 & 67 
a A or ae eer o0 «ee 
Mee On, TUB isch iiee cs sdegeeewnses rere 
*Kenco Pump Div. of American Crucible Products Co..244 
MITE RNID nos 6.60 ves cha icanescssees «<a 
*Kennecott Copper Corp., Chase Brass & Copper Co., 
PRE ig ik SPs dts eases eee me Lane sine oe . 186 
*Kewanee Boiler Div. of American Radiator & 
Se MUMMERS MOMs. a vc cas cccstescsciaenns 123 
*Keystone Brass Works.................. sah tural ene ceota 218 
ES iw ali ale adie ed giaeene sain ia 
it el 6, beneite ettaa et ae 
*Kritzer Radiant Coils. Inc............. ; caevetOt 
*Kuhns Brothers Co., The............. EN Res 
RE MMMM een ade ddinidd vieisn osdon de cenaae de 250 
Lamb Industries, Inc., White Products Corp. Div... ..200 
*Lawler Automatic Controls, Bl ore Givi c ao EAT ee 
*Lawndale Enameling Co.................. Peer, 
Lee Brothers Foundry Co., Inc.......... = Seta ation 239 
Wisacmeter: Corp., THE. s iss vcvesieess oainedee 
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Lovekin Water Heater Co 
I ee er ee > 238 


Lunkenheimer Co., 


MacEwan Market Manual 
EO oo a secs wesusbbcuswesapunesee 203 
* Manufacturers Corp. of Ohio 
*Marsh Valve C 
*Mason-Worcester Brush Co., Worcester Brush & 
Scraper Co., Div 
*McDonnell & Miller, Inc 
McGraw Electric Co., 
Melard Mfg. Corp 
*Mercoid Corp., The 
Mid-Continent Metal Products Co 
Mid-States Rubber Products, Inc 
ee en ee 46 
Milwaukee Stamping Co., Bathe-Rite Div 
Modern Faucet Mfg. Co., The Dish-Quik Co. Div.... 
Modine Mfg. Co 
Monarch Engineering Co., 
Mt. Hawley Mfg. Co 
Mueller Brass Co 
Mueller Co. 
*Mutual Mfg. Co 
Myers & Bro. Co., The F. E., Subsidiary, Southwest 
RM Soo ceria cna isebes see ebareers cekateeee fle 16 


National Supply Co., The, Spang-Chalfant Div 
National-U. S. Radiator Corp., Heating & Air 
NO 0A! cesses blk ose sent 181, = 
Nesbitt, Inc., John J 
*Norman Sheet Metal Mfg. Co., 
Northern Indiana Brass Co 
EIR vs boven ta wectcd sbK6uGs Sekbekabbalosee 215 


SII ERY SS 2k ot, J2 oie OL a a ee 148 
Orangeburg Mfg. Co., Inc 
Oshkosh Filter & Softener Co 


Palace Metal Products, 
Pate Co., Inc., The 
*Peerless Mfg. Corp 
Peerless Pottery, Inc. 
Peerless aap Div., Food Machinery & Chemicai 
Corp 


Pennsylvania | Range Boiler gy 
Permaglas Div., A. O. Smith Corp 
Phelps Dodge Copper Products Corp 
*Phillips Drill Co 
*Pittsburgh Nipple Works, Inc 
Pittsburgh Pipe & Coupling Co 
Polar Ware Co. 


EIN, bsg 554 5 Sk J La oa ns eban ban bute 228 


Ramset Fastening System (Shure-Set Tool Div.)....201 
NE oo 5 ais show db Ciba koee shee seh aap dala 242 
Reading Tube Corp 
IE OID 5. 5s, cba sveedaseudssdnseansacewe 251 
*Reed Mfg. Co 
Republic Steel Corp 
Revere Copper & Brass, Inc 
Rheem Mfg. Co.. Richmond Plumbing Fixtures Div... 
Richmond Plumbing Fixtures Div., Rheem Mfg. Co... 
Ridge Tool Co., 
*Risdon Mfg. Co.. The, John M. Russell Div........... 235 
*Rochester Mfg. Co., Inc 
*Russell Div., John M., The Risdon Mfg. Co 


CII PC Se EI Sip apie phe 249 
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*San-Equip Div., Vega Industries, Inc 
I IRS occ oie de iiniiky ob Gotu veaae Cases exe hoa See 229 
Schemenauer Mfg. Corp 
*Selck & Co., Walter E 
Sherman Products, Inc. 
*Sherwood Brass Works 
Shure-Set Tool Div., (Ramset Fastening System).... 
ED NINN TONERS. os oa s 6s cee iwnecNicee bed cdeue 209 
Sloan Valve Co 
Smith Corp., A. O., Permaglas Div 
Smith Co., S. Morgan 
*Somerville Iron Works, Inc 
Southwest Mfg. Co., Subsidiary of The F. E. Myers & 


Bro. Co. 
*Span Brass Mfg. Co., Inc 
Spang-Chalfant Div. of The National Supply Co..... 
Spartan Convector Co., Inc., Div. of Spartan Shower 
ENG eve peasy Vc we ee 214 
*Spi-Rol-Fin Corp 
Standard Electric Mfg. Co 
Standard Stamping & Perforating Co 
ne be Re ee er 173 
eS bg Carpe eee en a mee 214 
Stewart-Warner Corp., U. S. Machine Div 13 
See SEES BOR a o's ney s saee ckines menoee ced 246 
Sturtevant Div., Westinghouse Electric Corp 
Superior Shower Co 
*Symmons Engineering Co 


*Taco Heaters, Inc. 

Tait Mfg. Co., The 

EE ns adic oo od $0 oes da ee Rees TES Rao 48 & 49 
*Thrush & Co., H. A 

Tinicum Metal Co., Inc 

Trane Co., 

Tube Bends, Inc., The Connecticut Stamping & 

Bending Co., Affiliate 
Tuttle & Bailey Div. of Allied Thermal Corp 


Union Malleable Mfg. Co., The 
U. S. Machine Div., Stewart-Warner Corp 
United States Plumbing Fixture Corp 


WT EOE, TURE. 6556 cs ini o bcaa se8oK ssa gs% snes 246 
*Vega Industries, Inc., San-Equip Div 

Viking Instruments, Econo Products Co., Inc. Div... .233 
ok oe eee rr Sr eee 247 
*Vulcan Radiator Co., The 


ER EN oS es peed yeah ok aabew -OSACeaae Ree 161 
Te SENOS SOD, os cinnchss 08 enddss in sde eRe seawen 84 
Webster Electric Co 
+&Werner Co., Inc., R. D 
DS REI, i565 c55 hse padeeacnurn rein do casehostee 249 
I ER scans a aies ater aGabaan ss cheap nan rees 184 
Westinghouse Electric Corp., 
Electric Appliance Div 
Westinghouse Electric Corp., Sturtevant Div 
Wheatland Steel Products Co. 
*Wheeling Machine Products Co 
White Products Corp., Div. of Lamb Industries, Inc... 
* Wilson, Inc., Grant 236 
NE MO foo onnc bon kn cbs oeseeade esau dhe es<% 243 
Wolverine Tube Div. of Calumet & Hecla, Inc 
*Worcester Brush & Scraper Co., Div. of Mason- 
WMO CERNE AOU. boss ce anise pew ckeseeewseseae 252 


PL” SE Oe on 5. a he eR ewa es 248 


Zoeller Co. 
*Zoerman Clark Mfg. Co 
Zurn Mfg. Co., J. A., Plumbing Div 
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100% vitreous china. Made with 
imported English clay. Hard, 
brilliant, acid-proof glaze fired 
in electronically controlled tun- 
nel kilns. Will not chip, crack, 
stain, nor craze, 


Permanent double tank 
has same capacity as 
ordinary tanks. 





Insulating air space 


Patent 
Pending 


Will not sweat! 


Prevents messy puddles 
and stained floors 


Available in five beautiful 
pastel colors...tan, blue, ivory, 
pink, and green — in addition 
to clean, brilliant white. 


Reverse trap 


DRI-TANK is a profit-builder with a new kind of quality. A closet with no 
equal on the market, DRI-TANK does away with tiresome mopping of messy 
puddles . . . preserves bathroom floors. No gadgets, gimmicks, or inner liners. 

DRI-TANK materials and workmanship are guaranteed for life. Each unit is 
water tested on the production line. Thorough inspection assures acceptance in the 

Send for your free illustrated booklet field. Only the best is promptly delivered to you. 
showing the complete line of Chicago It’s no secret ... DRI-TANK has no competition. DRI-TAN K is an exclusive, 
Pottery quality products top quality product with a full mark-up for you. 


ASK YOUR JOBBER FOR CHICAGO POTTERY PRODUCTS 


LAVATORIES PR PRESSED STEEL TUBS 


CHICAGO POTTERY COMPANY 


— Established in 1911 rs 


1920 CLYBOURN AVENUE * CHICAGO 14, ILLINOIS 
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OF YOUR WATER HEATER 
INSTALLATIONS 
100% PROTECTED WITH 
ONE CADWELL VALVE! 














e Cut Inventories 
e Reduce Handling & Red Tape 
e Eliminate Chance of Error 


with the #25 Cadwell self-closing tempera- 
ture and pressure relief valve, especially de- 
signed to give positive protection for 90% of 
all water heaters. 

And you can depend on Cadwell 

valves for 100% protection in 

all applications. 

Write for catalog or consult 

Domestic Engineering Catalog 

Directory. 


ESTABLISHED 1894 


THE BEATON & 


CADWEL 


MANUFACT 


if o 
NEW BRITTAIN WIN 


URING CO. 


OTHER DEPENDABLE CADWELL VALVES 


CADWELL NO. 250 


A.S.M.E. ' 
STANDARD 


Rated Pressure Relief Valve. 
Releases over-pressure. Dis- 
charges water pressure or 
steam exceeding valve setting. 
Gives large capacity relief. 
Prevents “runaway-boiler’. 
Available 30, 60, 90, 125 Ib. 
settings 


CADWELL NO. 75 
Adjustable 25 to 175 Ibs. pres- 
sure relief, with or without fu- 
sible plug for temperature re- 
lief. 


Perfection 


Floor and Ceiling Plates. All 
types and sizes to give a 
neat and finished appearance 
to all piping jobs. 
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